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Smiles of the Week 
Verses of the Week 
Add Kussian Stories 
Labor Problem 

Quotes of the Week 


Smiles of the Week 


“I know all work and no play 
makes Jack a dull boy, but what's 
your excuse?” 


“If at first you don’t succeed, get 
a government job.” 


“Who cares what side his bread is 
buttered on” He can eat both sides.” 


If women are as suspicious of poli- 
ticians as they are said to be, maybe 
it is because campaign promises 
sound too much like what their hus- 
bands told them before the ceremony. 

Burlington (Wis.) Standard Demo- 
crat 


Marilyn Monroe, when asked 
whether she wore pajamas or a night 
gown, replied, “Neither. Just Chanel 
No. 5.” 


Prices have gone up so much on 
nearly everything that most people 
are suspicious of anything which 
doesn't cost more nowadays 


In the last two decades our Fed- 
eral debt has multiplied 16 times, 
our national spending has ileap- 
frogged 27 times, but national income 
has increased only three times 


}erses of the Week 


A whoop and a holler 
O Fifty-cent Dollar 
Why are you so weak and thin? 
“Government lending 
“And taxing and spending 
“Look at the fix I'm in!” 
men's League News 


Dairy- 


Candidate says 
Campaign confusing, 
Babies kiss me 

Since I've been using 
Burma Shave 


tdd Russian Stories 


Assigned to show a Soviet diplo- 
mat around New York City, a young 
State Department aftache gave him 
the works 

Statue of Liberty, subway ride, top 
of the Empire State building, muse- 
ums, Radio City but the Russian 
remained impassive and unrespon- 
sive 

Next day they toured lavish cock- 
tail bars, took in an expensive musi- 
cal comedy, heard late-night jazz 

still no reaction 

On their way home in the dawn’s 
early hour they happened onto four 
children practicing on the sidewalk 
for a school marionette show 

“Whee!” raptured the Russian en- 
voy. “Now I feel at home. Puppets!” 


Labor Problem 


The nation must rely more and 
more on industrial instrumentation 
and other technical developments if it 
is to offset the increasing imbalance 
between the number of workers and 
the number of consumers, R. A. 
Schlegel of the Minneapolis-Honey- 
well Regulator Co. believes 

Because workers are retiring at an 
earlier age, and fewer persons are 
entering the labor force due to the 
low birth rate of the thirties and the 
current military service for the na- 
tion's youth, our labor force will re- 
main almost constant up to 1960 
while the population rises to an esti- 
mated 182 million 

“By 1953 alone,” he warns, “we'll 
need something like a million more 
workers then the normal increases 
will supply.” 

The most feasible means of increas- 
ing per-worker production is in- 
creased application of new technologi- 
eal developments. He cited the 
petroleum industry, where centralized 
instrumentation has advanced to a 
stage not approached by any other 
major industry. Today, technicians in 
a refinery have at their fingertips 
the means for controlling huge 
processes sprawling out over thou- 
sands of square yards. Hundreds of 
industrial instruments necessary to 
the processing of petroleum are con- 


(Concluded on Page 7, Column 5) 
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NARDA Sets 
Program for Jan. 11 
Chicago Meeting 


CHICAGO. Tentative program for 
its annual convention, to be held Jan. 
11-13 at the Conrad Hilton hotel here, 
has been announced by the National 
Appliance & Radio-TV Dealers Asso- 
ciation 

The program includes a discussion 
on dishwasher merchandising, a sym- 
posium on “How I Can Be Sold,” a 
laundry sales clinic, talks on freezer 
merchandising, a television clinic, and 
a banquet and floor show, plus other 
features 

Sunday, Jan. 11, will be devoted to 
a meeting of the board of directors 
and a reception for members and 
guests from 7 to 9 p.m. 

Monday's sessions start with a 
7:30 a.m. breakfast meeting at which 
Mort Farr, president, will deliver 
the keynote address. A talk by Al 
Robertson of Westinghouse Appliance 


Store, Oklahoma City, on “Five 
Steps In Making A Sale,” and elec- 
tion of board members, are also 


scheduled for this period. 

Two talks on dishwasher merchan- 
dising will be given next. Stanley 
Silber, vice president in charge of 
sales for James Mfg. Co., will speak 
on selling portable dishwashers, and 
Thoben F. Elrod, western sales man- 
ager for Crosley, will talk about sell- 
ing plumbed-in dishwashers. 

The remainder of the morning ses- 
sion will be given to talks by Lee A 
Brand, chairman, National Commit- 
tee for LP-Gas Promotion, and vice 
president, Empire Stove Co.; Simon 
Halle, Halle’s, Colorado Springs: 

(Concluded on Page 4. Column 2) 


Tele King Enters 
Room Cooler Field 
With 4 Models 


NEW YORK CITY -- Tele King 
Corp., independent manufacturer of 
television sets, has further expanded 
its list of products in the electrical 
appliance field wita the addition of 
air conditioning units for home use 

Tele King has added 75,000 sq. ft. 
to its factory space at 601 West 26th 
St. to provide for the increased 
production Recently, Tele King 
added radio receivers to its produc- 
tion output 

The Tele King air conditioning 
units are constructed in four sizes 
initially—'s, %, %, and 1-ton mod- 
els. They will be displayed publicly 
for the first time at the Chicago 
Furniture Show in January. 

Announcement of the latest Tele 


(Concluded on Back Page, Column 4) 


Dealers Offered Rental 
Air Conditioning Plan 


NEW ORLEANS -—- Paulson Engi- 
neering Co., Inc. of New Orleans is 
franchising air conditioning dealers 
from coast to coast on.a sales and 
rental distributorship plan patterned 
after a similar plan they have op- 
erated successfully for 4 years in the 
South 

According to Julius Rosenblum, 
president and O. G. H. Rasch, execu- 
tive vice president, the Paulson 
Rental System, as it is called, offers 
their licencees exclusive, protected 
territorial franchises in which: 

(1) Dealers will purchase air con- 
ditioning equipment at distributor 
level. 

(2) Dealers will be able to lease 
this equipment with all financial ar- 
(Concluded on Back Page, Column 
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Repeal of Excise 
Tax In Hopper 
For Early ’53 


WASHINGTON, D. C Federal 
excise taxes on refrigerators, appli- 
ances, and numerous other items 
would be repealed under legislation 
to be introduced in Congress early 
next year 

The legislation will be sponsored 
by Rep. John D. Dingell (D., Mich.), 
a member of the House Ways and 
Means Committee. Dingell is seek- 
ing the support of other Congress- 
men for his plan to give the public 
“tax relief where it is most urgently 
needed.—in the field of excise taxa- 
tion.” 

Under this plan, excise taxes 
would be lifted from all electric, gas, 
and oil appliances, television and 
radio receivers, phonographs and 
records, and other products, in addi- 
tion to refrigerators 

However, it is considered doubtful 
that excise taxes will get first con- 
sideration by the House group after 
the 83rd Congress convenes on Jan. 3. 

Rep. Daniel A. Reed (R., N. Y.) 
will head that committee in the new 
Congress. He has indicated that he 
favors enactment next year of legis- 
lation to repeal the excess profits 
tax and reduce personal income 
taxes, with study being given to 
excise taxes and other matters as a 
second step. The majority of the 
committee is expected to side with 
Reed 


Iceberg Freezer 
To Have Drawers 


CHICAGO Iceberg Freezer Corp 
is preparing to offer an upright 
drawer-type home freezer similar in 
principle to the commercial unit used 
in frozen food locker plants since 
1937 

According to J. M. Friedman, pres- 
ident of Iceberg, this 18-cu. ft. freezer 
will retail for $699.50 and will be 
available by early spring, 1953. 

The freezer, which has three pull- 
out drawers, is claimed to eliminate 
“stooping and rummaging” for pack- 
ages or allowing cold air to “spill 
out.” 

“The new and patented drawer con- 
struction retains cold air with a min- 
imum of cold-loss, while a sub-zero 
breeze circulates through the cabinet, 
removing moistness and frost from 
packages and mechanism to deposit 
it on the automatic defrosting fin- 
coils above,” the company said. 


(Concluded on Page 4, Column 4) 


Cott Gets Engineering 
Post at Sturtevant Div. 


BOSTON — William B. Cott has 
been named manager of air condi- 
tioning application engineering for 
Sturtevant Div., 
Westinghouse 
Electric Corp., 
Hyde Park, ac- 
cording to J. C. 
Thompson, general 
sales manager. 

Cott fills a post 
left vacant by the 
death of Tolbert 
Earl Smith. 

Cott graduated 
: from the Univer- 

Wm. B. Cots sity of Ilinois in 
1932 with a degree in civil engineer- 
ing. He joined Westinghouse in Feb- 
ruary, 1941, having previously been 
employed by the Carmichael Con- 
struction Co., Akron, Ohio, and the 
“Concluded on Page 13, Column 2) 


Steel Allotments 
For 2nd Quarter 
Are Highest Yet 


WASHINGTON, D. C.~- Second 
1953 quarter steel allotments to 
manufacturers of consumer durable 
goods have been set at the highest 
level since the mobilization program 
was started, according to the Defense 
Production Administration. 

However, the agency said it could 
not increase allowances of copper 
and aluminum due to continuing 
supply difficulties. 

Durable goods producers will be 
allowed to use, in the second quarter 
of next year, 70% of the amounts of 
steel they consumed prior to the 
Korean outbreak. The new allotments 
represent an increase of 16% over 
the third 1952 quarter, the latest 
for which the agency granted full 
quotas of steel, copper, and alu- 
minum, 

Expanded steel capacity made pos- 
sible the boost in steel allotments for 
the second quarter, it was explained. 

Allotments of aluminum and cop- 
per for the second quarter will be 
the same as at present. Manufac- 
turers will be permitted to use about 
55% of the pre-Korean outbreak 
consumption of aluminum and 50% 
of copper used then. 

The DPA said it was unable to 
increase aluminum allotments, even 
though primary aluminum production 
capacity has been expanded, because 
of serious losses in aluminum pro- 
duction due to power shortages in 
the Pacific northwest and the 
Tennessee Valley 


Rose Named Dole V. Pres., 
Hansen To Be Sales Mgr. 


CHICAGO--At a recent directors’ 
meeting E. J. Tweed, president of 
Dole Refrigerating Co. here, made the 
following appointments and changes 
in personnel to take effect at once: 

Orion L. Rose, as vice president 
and general manager; George E 
Frankel, controller; Harold P. Han- 
sen, general sales manager; Rudolph 
Hermann, assistant sales manager. 

Rose who has been with the com- 
pany 15 years, began his duties with 
Dole as office manager, later being 


(Concluded on Page 4, Column 1) 


Servel Appoints 3 New 
Appliance Executives 


EVANSVILLE, Ind.—-Appointment 
of three executives to head Servel's 
expanding sales operations was an- 
nounced recently by James F. Don- 
nelly, vice president in charge of 
sales 

Frank A. Mitchell was named gen- 
eral appliance sales manager; Lewis 
D. Eastmead is the manager of 
household refrigerator sales; and 
Gordon J. Malone of New York is 
manager of home freezer sales. 

“These appointments were made,” 
Donnelly said, “to provide additional 
sales manpower at the factory level 
for Servel’s new line of appliances 
for 1953.” 

At its annual sales convention in 
Chicago, Servel unveiled new gas and 
electric household refrigerators, home 
freezers, room air conditioners, and 
gas water heaters, and showed new 
models of the “Wonderbar,” a porta- 
ble electric refrigerette. 

Mitchell comes to Servel from 
Fedders-Quigan Co., where he was 
sales manager of the refrigeration 
appliance division. Previously he was 
associated with Bendix Home Appli- 
ance Co., and the Frostair Div. of 
General Tire Co. 

Eastmead, a veteran of 17 years 
(Concluded on Page 13, Column 1) 
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Lines To Be at 
Chicago Marts 


Hotels Sold Out for First 
Week; Some Rooms May Be 
Available for Second Week 


CHICAGO—-With a few exceptions, 
most of the principal lines of refrig- 
erators, home freezers, and most 
other major appliances will be on 
display for the retailers who attend 
the annual Winter Homefurnishings 
Market at the American Furniture 
Mart and the Merchandise Mart 
here Jan. 5-16. 

As has been the case since the 
end of World War IU, downtown 
hotels in Chicago are “sold out” for 
the most of the Mart period, and 
even the better hotels within a rea- 
sonable distance of the Loop are 
booked fairly solid. However, as has 
generally been the case in the past, 
it may not be too difficult to get a 
room fairly close in by the end of 
the first Mart week. 

Both the American Furniture Mart 
and the Merchandise Mart report a 
number of new spaces devoted to the 
showing of major appliances. At the 


List of appliance exhibitors who 


will show at the Marts will be found 


on page 13. 


Merchandise Mart, the General Elec- 
tric Major Appliance Div. will open 


its new “national” showroom in 
space 1117 (where incidentally, it 
will show “XR-10," an experimental 


model of what the _ refrigerator- 
freezer of the future could be) 

Visitors to the Market will see 
such items as the new Servel “Ice- 
maker” refrigerator, the Bendix 
combination washer-dryer, many new 
models and styles of home freezers, 
and new designs in ranges and home 
laundry equipment 


ASHVE To Meet In 
Chicago Jan.26-29 


CHICAGO~-Six technical sessions 
covering many aspects of domestic 
and industrial heating and ventilat- 
ing, including a report on air condi- 
tioning a small residence with a 
2-hp. system, will feature the 59th 
annual meeting of the American So- 
ciety of Heating and Ventilating 
Engineers to be held at the Conrad 
Hilton hotel here Jan. 26 to 29 

The Monday morning session will 
consist of two papers, “A Compari- 
son of Physiological Adjustments of 
Clothed Women and Men to Sudden 
Changes In Environment,” by Tohru 
Inouye, F. K. Hick, M.D., R. W. 
Keeton, M.D., J. Losch, and Nathaniel 
Glickman; and “Two Methods of 
Calculating Friction Heads for Pipe 
Lines,” by F. E. Giesecke. At this 
session also Dr. Preston Bradley, 
pastor of the People’s Church here 
will speak on ‘“Today—-Tomorrow 
and You.” 

Monday at 2 p.m. will mark the 
(Concluded on Back Page, Column 1) 


Rses Service Mgrs. Club 
Meets In Chicago Jan. 25 


CHICAGO~-Final organization of 
the new Service Managers Club of 
RSES will be completed at a meeting 
held at the Sherman hotel here at 
1:30 p.m. Sunday, Jan. 25, according 
to Paul Reed, RSES educational di- 
reetor, who initiated the idea of 
such a club. 

Membership in the club is limited 
to national service managers of 
manufacturers of refrigeration and 
air conditioning equipment, acces- 
sories, and auxiliaries. 

At a preliminary meeting held in 
Miami, Fla., during the recent an- 
nual RSES convention, a three-man 
temporary executive committee was 
elected. Chairman is E. C. Hamilton, 
manager of the Distributor Service 
Department of Worthington Corp.'s 
Air Conditioning and Refrigeration 
Div. Other committee members are 
John H. Spence, service manager of 
Hussmann Refrigeration, Inc., and 
George S. Eager, service manager 
(Concluded on Back Page, Column 3) 
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Kelvinator 1953 Advertising Campaign Aims 
At Building Up Year-Round Sales. Volume 


DETKOIT Tw mportant features 
f Kelvinators 1953 sales progran 
we @ fnew merchandising guide and 
s series of national magazine adver 
tiaement coordinated in theme with 
key city ade and promotional activi 
ties at the field level, according to 
Charles J Coward, merchandising 
nanager 

[iscussing the program, Coward 
said that at least nine of the major 
eleetrical appliances now have «a 
olume sales market the year around 

The plain facts are that on re 
frigerators, ranges, freezers, laundry 
equipment and similar products, the 
publ simply doesnt have to be sold 
mn a short season Coward went on 

They are willing to buy and 
wre buying in quantity all the 


year reund Thi 


that we muat 


* points up the fact 


have our retailers ac 
tively promoting all of 


all of the time 


our produc ta 


The new merchandising guide con 
tains @ separate section for each Kel 
nator product with emphasis 
placed upor retail sales activities 


available at all times for 
Fach se 


aheeta of 


promotion 
tior 


the 


contains specification 


product, a plastic en 


elope te keep dealer price sheets 


a description and illustrations of the 
and dis 


briefs of 


Demi wivertising promotion 


play and local 


pieces 


sales making activities 
The series of 
advertisements waa 


Thomas J 
of aadve 


national magazine 
by 


director 


explained 
King. Kelvinator 
rtising and sales promotion 

King said that 
4s atrong tliat of 
ing weeklies 
shelter 


will 
includ 
books 

books 


Kelvinator use 
publications 
womens service 
and farm 
to carry Kelvinator story 

The 1955 line of Kelvinator 


frigerators was to be introduced with 


Magazines 
the 
new re 


s full-color, two-page advertisement 


in Life magazine Dee 15. Similar 
treatment for other products, includ 
ing ranges and kitchen cabinets, will 
follow at later dates 

King said that with the new and 


boadened line of Kelvinator products 


we enter a new era in Kelvinator 


advertising 
Im the 
usual for 


been 
the 
two-page 


past it has 


to 


nat 
introduce 


un 
us years 
advertising with a 


Now 


spread 


with a broadened line, we can 


P Here's a 
Profit Makers 


’ 


Viking D-120 
best seller 
for dairy products 


Designed for maximum eye- 
appesl...buy-appeal. The Viking 
D-.120 displays dairy items 
properly invitingly ... keeps 
them fresh, clean and pro- 
tected. Controlled humidity 
saves merchandise... saves 
operating expense. The 
Viking D-120 has all the 
quality features that make 
all Viking Cases best sel- 
lers...for you and your 
customers. Availablein 
90 and 1 20 inch sizes. 


Mail Coupon TODAY 
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igerators, Inc | 
Ave. Kansas City 3, Missouri 


id and Viking D120 beet seller display cases 


| 
about the availability of Viking Franchises in | 
| 

| 

| 

| 

State | 


Ave Kansas City 3, Mo 


ontinue with a powerful 
every month he said 

All Kelvinator advertising and 
promotional plans will be closely in- 
tegrated with programs and 
released in combination for strongest 
selling resulta according to King 

The magazine advertisement seen 


campaign 


dealer 


by the potential customer is tied di- 
rectly into the display in the dealer's 
store through a reproduction of the 


advertisement for display purposes 

The promotion formula will 
be used in conjunction with the open- 
ing kitchen cabinet spread in Life 
Feb. 2 and the electric range an- 
nouncement ad in the same magazine 
March 9 


same 


Dairy Supply Group To 
Meet In N.Y. Mar. 5-6 


WASHINGTON, D.C 


annual 


The 
meeting of 
Industries Supply Association, which 
represents than 400 dairy in- 
dustrial supply and equipment firms 
will be held March 5-6, 1953, at the 
Commodore hotel, New York City, ac- 
to announcement 
association headquarters 
Slated for special study and discus- 
sion are the currents of change which 
are now through 
fields of the dairy industries. Indus 
try leaders will present thoughtful 
statements on such vital problems as 
the shrinking milk supply, the loss 
of markets for dairy products to sub- 


34th 
business Dairy 


cording an issued 


from 


moving certain 


stitute products, and the future of 
the milk producer 
A special survey, taken among 


DISA member firms at the conclusion 
of the 1952 meeting to 
DISA planners how a may 
be made to its 
than previous annual 
and many innovations 
promised for March 5-6. The as- 
sociation’s annual meeting committee 
is headed by Norman Myrick, Urner- 
Barry Co. New York. Other 
bers are R. D. Britton, Wisner 
New York John C 

American Seal-Kap Corp., 

Island City; Ro O. Davison, 
Co, New York; and F. K 
Lily-Tulip Cup Corp., New 


revealed 
meeting 
even more valuable 
participants 
gatherings 


mem- 
Mig 
Davis, 
Long 
Kelco 
Doscher 
York 


OPS Denies G-E Request 
To Up Replacement Parts 
Under Capehart Law 


WASHINGTON, D. C 
of Price Stabilization 
request of General Electric Co 
Bloomfield, N. J., that it be author- 
ized to take Capehart price increases 
on parts for air condi- 
tioners and certain other equipment 

The 


Corp 


The Office 
has denied a 


replacement 


ruling was made in Amend- 
ment 1 to Letter Order L-59 under 
GOR 21 
OPS pointed out that although 
Capehart boosts for air conditioner 
replacement parts and other items 
were authorized by Letter Order L- 
0. issued last Oct. 9, that authori 
vation was based, in part, on the 
understanding that the firm previ- 


ously took Capehart increases on the 
equipment itself 

Since that was not done, G-E 
not take Capehart 
the replacement 
price these 
ruled 


can- 

adjustments on 
parts and must 
parts under GCPR, OPS 


The agency said the company may 
take Capehart adjustments on re- 
placement parts for oil-fired boilers 
and warm air furnaces, gas-fired 
boilers and furnaces, air ducts and 
registers, and heating equipment ac- 
cessories 

But it may not take such adjust- 
ments on replacement parts for pack- 
remote, and cen- 
tral plant air conditioners, packaged 
heat pumps, water coolers, trans- 
former and fans, open com- 
compressor units, and con- 
units, and sealed compres- 
sers and condensing units 

OPS noted that the company may 
seek 


iged, residential 


coolers 
pressors 


densing 


Capehart adjustments on re- 
placement parts for the air condi- 
tioners and other items any time it 
has complied with Section l5a of 
GOR 21 


Under this section, a company may 
not seek authority for Capehart in- 
creases on replacement parts unless 
it has made such boosts on the 
equipment 


itself 


MOST MODERN features in 


refrigeration ore shown in 


this view of Servels 


1953 line 

Of course, the outstanding development the ice-moking device (upper left) which 
freezes ice cubes without trays, stores them in the bosket, ond replenishes the supply 
os needed. A full basket of ‘ice circles’ can be seen there. Among the other features 
in the new line, which includes gas ond 

electric absorption models and electric com 

Remington Dividend Voted; pression models, are removable egg troys 


Air Conditioner Sales 
Rise 15% over Last Year 


AUBURN, N. Y¥ Directors of 
Remington Corp. have voted a divi- 
dend of 10 cents per share on the 


$5 par common stock payable Feb. 1 
to stockholders of record of Dec. 31 

Herbert L. Laube, president, said 
the dividend was the to be 
paid since the company began the 
manufacture and marketing of single 
room air conditioners in 1947 after 
being dormant during World War II 

“Our financial growth has now 
reached a point where the directors 


second 


feel that the policy, in effect since 
1948, of plowing all earnings back 
into the business, can be relaxed to 
some extent,” Laube said A _ divi- 


dend of 10 cents per share was paid 
in 1948 

While final figures 
year which ended Oct 
available, Laube said that of 
temington air conditioners in the 
United States and abroad amounted 
to more than $3,250,000, an increase 
of better than 15° over the previous 
fiscal year 


Magic Chef Ups Edwards; 
To Head Cooler Dept. 


ST. LOUIS 
Edwards to 


for the fiscal 
13 are not yet 
sales 


Appointment of J. J 
supervise its 1953 room 
air conditioner line as manager of 
the electrical products department 
has been announced by Magic Chef 

Edwards was formerly manager of 
the company’s Pacific sales division 
He joined Magic Chef in 1938 as a 
coal range salesman in northern Wis- 
consin 

The company said prices of its ‘',, 
4. and 1-ton air conditioners will be 
announced early in November along 
with details of an “ambitious” adver- 
tising and promotional program 


ond oa butter corditioner in 
quick-cold shelf; automatic defrosting, dew 
action vegetable fresheners; odds ond ends 
basket; adjustoble shelves; and cold contro! 


the door, a 


CLEANABLE 
WATER-COOLED 


CONDENSERS 


More Efficient Double-Tube 
Counter-flow Design 


Acceptance in the field is rapidly 
chagging to “Demand” for these 
efficient, more economical Clean- 
able water-cooled Condensers 
Owners and service men prefer 
the “new unit” efficiency that can 
always be maintained by a simple 
cleaning process. Brass headers, 
machined and brazed. 

Write for Catalog and Prices 

WHOLESALERS IN PRINCIPAL CITIES 


Hals tead. & Mitchell 


BESSEMER BLDG. PITTSBURGH 22, PA. 


JUST ASK US! 


Turn to “What's New” Page for 
useful information on new products. 


YOU CAN’T BEAT 
THE VICTOR 


No Strain 


© Just Swing It In! 
® Easier To Use 
© Easier To Sell 


Sizes: 3, 4 and 6 can. 


PRODUCTS CORPORATION 
HAGERSTOWN, MARYLAND 


FAMOUS VICTOR QUICKFREEZE 
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Six Retailers Named In Fair Trade 


Price Suits by Appliance Manufacturers 


DETROIT. Half a dozen 
in four cities have been 
fair trade suits filed by 
manufacturers 


retailers 
named in 
appliance 


Injunctions restraining dealers 
from selling their merchandise at 
cut prices were sought by McGraw 


Electric Co.'s Toastmaster Div., Sco- 
ville Mfg. Co, National Pressure 
Cooker Co., General Electric Co., and 
Sunbeam Corp 

In suits filed in Omaha, both 
Toastmaster Products and Scoville 
Mfg accused Rose Blumkin, owner 


of Nebraska Furniture Mart, of sell- 
ing their appliances for less than es- 
tablished minimum prices. Toast- 
master Products also charged Lewis 
& Smith, Inc., drug and variety store, 
with similar action 

A third dealer, S 
Square, Inc., 
also cited by 
National 


Klein On-the- 
New York City, was 
two manufacturers 

Pressure Cooker and Gen- 


eral Electric. In the latter case, G-E's 
request for a temporary injunction 
and Klein's motion for dismissal of 
the complaint both were denied and 
tmal set for Jan. 5. G-E is seeking 
a permanent injunction in addition to 
damages 

Answering Nationa! Pressure Cook- 
er’s charges, Philip S. Harris, presi- 
dent of Klein's, challenged the con- 
stitutionality of both the state and 
Federal fair trade laws. He further 
asserted that the store's stock of the 
manufacturer's products was pur- 
chased before it knew the merchan- 


dise was fair-traded in New York 
and that the plaintiff's fair trade 
agreement does not comply with 
State fair trade law 

In another suit brought by G-E, 
the defendant, Masters, Inc. of New 
York City, also argued that the 
State fair trade law is unconstitu- 
tional and that G-E’s fair trade 


agreements do not comply with that 


law. In this case, G-E 
a temporary injunction 
for Jan. 12 


Recent 


was granted 
and trial set 


legal actions instituted by 


Sunbeam were against Sam Gold, a 
Los Angeles dealer, and Central 
Housekeeping Mart, Inc., Chicago 


The latter firm was permanently en- 
joined from cutting Sunbeam prices 
and the case referred to a master for 
determination of damages 


Mfr. Ordered To Cease 
Dealer Discrimination 


On Promotional Aids 


WASHINGTON, D. C 
offer all of 


Failing to 
its customers the same 
promotional aids on a proportional 
basis has earned for a greetings 
cards manufacturer a cease and de- 
sist order from the Federal Trade 
Commission 

The FTC ordered 
Greetings Corp 
frain from 


the American 
of Cleveland to re- 


1. Making or contracting to make 
any payment to or for the benefit of 


REMINGTON 


room air conditioners for 53 


H ERE / T / $ i Remington's brand new 1953 line 


of room air conditioners. It’s the most complete line in the indus- 
try—a model for every requirement. All are TROPIC-TESTED to 
assure peak performance. All carry a full one-year manufacturer’s 
warranty —five-year warranty on hermetic compressors. 


AIR CONDITIONING 


the industry 


"5 most 
the exclusive CLIMATE COMPENSATOR 


WHAT'S MORE... 50. xcs cesson stn 


plan loaded with features. Don’t fail to get full information on 
this plan to help you make more sales and bigger profits. Get your 
share of this multi-million dollar market. Check and mail the 


Handsome Remington Consoles 
—The ultimate in room air condi- 
tioning at prices your customers can 
afford. Recommended for cooling 
living rooms, multi-rooms, for large 
offices and hundreds of other instal- 
lations. Interchangeable mahogany 
or blond wood cabinets make them 
beautiful pieces in any surrounding. 
You can easily install them in any 
room or remote location. Optional 
heating, with complete automatic 
control ot both cooling and heating, 
is a strong selling point. Available in 
both air cooled and water cooled 
models, AC or DC, 
voltages. 


for various 


MODEL 10—THE “DIRECTOR"—1 H.P. Recom- 
mended for large rooms and offices os well as 
remote locati Interchang 
mahogany or blond wood cabinet 


ti. traditi 1 


MODEL 12—THE “OVERTON”—1 4 H.-P. For extra 
large rooms, small stores and especially severe 
conditions. Interchangeable traditional mahogony 
or blond wood cabinet. 


any customer unless a payment is 
offered to be made or otherwise made 
available to each of all other 
peting customers 

2. Making or contracting to make 
to or for the benefit of competing 
customers, any payments in amounts 
which are not determined by a per- 
centage of dollar volume of pur- 
chases or of some other measurable 
base, and which are not offered on 
the same basis to all other competing 
customers in proportionately equal 
terms 

In the same manner 
was told to stop 


com- 


the company 
discriminating be- 
tween competing customers by fur- 
nishing them with any service of 
facility not determined by a measur- 
able base and not offered to all cus- 
tomers alike 

The FTC also said that if any offer 
to any customer was conditioned on 
the customer furnishing some re- 
ciprocal service, such offers to all 
customers had to be so conditioned 
The reciprocal service must also be 
suitable to the customer's business 
and facilities and there must be an 
equality of ration among all cus 
tomers as to the measurable cost of 
the service required 


LEADER CONSOLES—1 H.P. and 1'4 1.P. 
Designed for lower cost, remote or built-in 
installations. Excellent for laboratory, in- 
dustrial or commercio! use. Same os 
Models 10 ond 12, except cabinet, which 
is chestnut brown, rust-resistant steel. 


Remington also offers a complete line of 
famous “MOISTURE MAGNET” DEHU- 
MIDIFIERS— ‘5 hp. removes 24 pints of 
moisture in 24 hours; | h.p.-—-1 V4 hp. re- 
move up to 266 pints of moisture in 24 
hours. ~ 


complete line with 


coupon today. 

Re re eee een ray eae ey ae a a ee 
REMINGTON AIR CONDITIONING DIVISION l 
| 11-3 Willey Street, Auburn, N. Y. 
Please send me complete information on how to become a Remington Dealer. 
I Nome ! 
| \ 
| Addres ! 
| | 
a ee ne ee 


Decorator-styled Remington Window Units 


Here's a sparkling new design. 
Two Multi-Way Grilles permit a 
broad selection of air deflections. 
Remington's exclusive Climate 
Compensator permits selection of 
exactly the type of cooling and de- 
humidifying required. Controls 
are readily accessible, easy to ma- 
nipulate. Filters can be quickly 
changed without removing cabi- 
nets. All units have steel cabinets, 


fans. 


beautifully finished in Mission 
Grey and Sahara Beige. De luxe 
models offer automatic thermo- 
stats and two-speed evaporator 


MODEL 4—THE “ROOMETTE”"—'s 
4.P. For average bedrooms or smalier 
rooms, this is true oir conditioning at 
minimum cost. 115 volts, 60 cycle, AC. 
Master Model only. 


MODEL 6—THE “BEDFELLOW"—'4 
.P. For lorger bedrooms or offices, 
this is one of Remington s most popular 
sizes. 115 volts, 60 cycle, AC. De luxe 
Model only. 


MODEL 8—THE “PROFESSIONAL” — 
% WP. ideal for larger professional! 
or business offices, master bedrooms 
and moderate size living rooms. Both 
Master and De luxe Models. 115, 208, 
230 volts, AC. 


MODEL 11—THE “DIPLOMAT"—1 
WP. For exceptionally large rooms or 
severe conditions in situations where o 
window model is preferred to o con- 
sole. Master Mode! only. 208-230 
volts, AC. 


Army, Air Force Base 
Theaters To Get Cooling 


WASHINGTON, D. C Comfort 
cooling of mast base theaters at 
Army and Air Force posts through- 


out the nation will get top priority 
during 1953. as the result of a new 
joint directive 

Army and Air Force field com 
manders in a recent meeting on ex- 
penditure of 1953 military welfare 


funds placed top priority on air con 
ditioning of theaters, “whenever ap 
propriated funds are not available for 
this purpose.” There is no provision 
for such equipment in the capital 
expenditure budget of the Army Air 
Force picture service, which gets the 
lion's share of welfare funds 

the 


However announcement on 


funds estimates that the fiscal year 
1953 military welfare fund money 
will approach $1.50 per man per 


month, representing an increase of 
a few cents over the past few years 
and supplying adequate funds in most 
instances to provide air conditioning 
at each base theater 

The Army and Air Force welfare 
fund “top brass" has been convinced 
by men in the ranks that the base 
theater, convenient to all types of 
military servicemen, is their No, 1 
amusement, and that during the sum- 
mer months, particularly in the south 
air conditioning is a “muat Only a 
small percentage of base theaters, 


particularly or older military estab 
lishments, are actually air condi 
tioned, it was pointed out. With an 
increase in welfare funds allotted to 
every man per month, there will be 
far more available for such cooling 
throughout 1953 


Charlotte Firm Chartered 


CHARLOTTE, N. C.-Sterling Air 
Conditioning Corp. here has obtained 
a state charter to engage in the air 
conditioning equipment and appli- 
ances business. Incorporators are 8S 
M. Stewart, Denton W. Cruse, and 
L. C. Alexander, all of Charlotte. 


Here’s why it makes 
sense to sell Remington 


MORE SALES... 

with the most complete line 
When you sell Kemington Room 
Air Conditioners everyone is a 
prospect. There are no limitations 
due to room size or current charac- 
teristics; for Remington offers the 
industry's most complete line—a 
model for every requirement. You 
give your customers a wider selec- 
tion of capacities, air cooled or 
water cooled units, window or 
console models, for various volt- 
ages, AC or DC. Your customer 
can get what he wants and be sure 
he is not wasting money on a unit 
too small to do the job or too big 
to operate economically. 


SATISFIED CUSTOMERS... 

with a guaranteed product 
Each Remington unit is backed by 
a full warranty . . . and also backed 
by Remington's 65 years of expe- 
rience in manufacturing refriger- 
ation equipment. 


EXCLUSIVE FEATURES... 
including the Climate Compensator 
Only Remington has the famous 
Climate Compensator which maio- 
tains the proper balance between 
cooling and dehumidification. No 
matter what the climatic condition, 
“hot and dry” or “warm and 
sticky,” the Climate Compensator 
adjusts the Remington to give per- 
fect comfort and top economy. 

With the Climate Compensator, 
plus Easy Filter Removal, Multi- 
Way Grilles, Automatic Thermo- 
stats, Lo-Power Economizer, Dial- 
Fase Controls, and Optional Heat- 
ing, Remington gives you many 
strong selling points. 


DECORATOR STYLING... 

a handsome addition to any room 
Traditional mahogany and biond 
wood cabinets give Kemington 
Consoles beauty and charm that 
add w any office or home. Decora- 
tor-styled Mission Grey and Sahara 
Beige window units blend in beau- 
tifully with their surroundings 


NATIONAL ADVERTISING 
PLUS UNIQUE CO-OP 

1. The most extensive nationa! 
magazine advertising campaign 
we ve ever conducted. 

2. Local newspaper advertising. 
3. A complete program ot direct 
mail and literature. 

4. Point-of-sale, display material. 
5. A really unique co-op advertis- 
ing plan which assures you your 
share of co-op money whether you 
are a large dealer or a little fellow. 


cre 
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Narva Will Meet In Chicago Jan. 11-- 


Concluded from Page 1. Column @ 
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MITCHELL 


Can Masts too with 
the NEW Hoa 


MORE comfort features! 
MORE to tell! -STILL easier to sell! 


A ROOM AIR CONDITIONER THAT 
DOESN'T BOTH (2G/AND 


iS OBSOLETE! 
~~ 


Motley. president of Parade Publica 


' prank a banquet 


A t breakfast Se nMIOT A 
t Tuesdays progra Drurir this 
| \ W Her r NARDA 
rnaging director liecuss 45 
sf ber oT ‘ after 
hich enda f NARDA 
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heduled next is the laundry sales 
inte. Participants and their subjects 
John Christenser 
Home 

Harmultor Mig Co dryer selling 
John M. Wichy, vice president, Black 


manager of pro- 


otions A pvhance Ly 


atone Corp washer selling and 
Monty Toussaint viet president, 
Conlon-Moore Corp. ironer selling 


Following this clinic, Paul Welch 
lee president of The Citizens & 
Southern National Bank, Atlanta, will 
Make Money Work For 
You A talk on inventory control by 
Pt S Urner jakersfield 
Calif will ind up the morning 


pran or 
Urner's 


The luncheon session will be pepped 
up by Elmer Wheeler, of Sel) the 
Sizzle farne 

Two talks on freezer merchandis 
ng are slated for Tuesday afternoon 
One will be given by Ben G. Sander 
son, general sales manager of Deep- 
freeze, and the other by a retailer 
The television clinic will conclude 
Speakers and their 
opices will be Ben Abrams, presi- 
dent, Emerson Radio & Phonograpt 
Cory educational 
Marty Ir general manager Fle« 
tronics Di Admiral Corp) UdAF 
ind Mort Farr TV service 

A discussion from the floor on TV 
problems tr ew markets will follow 


the convention 


‘ 


televisior Jon 


«ue 
yaest 


PLUS all these easy to sell features: 
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lceberg Upright Home Freezer 


Iceberg Freezer - - 


Concluded from Page 1, Column 3) 
The new domestic model “Iceberg” 
features a removable -hp. hermeti- 
illy-sealed Tecumseh unit in a com- 
partment at the top of the cabinet 

leeberg officials declared that the 
new turbine-circulator type of cooling 
eliminates formation of frost on foods 
and drawers. No special heating de- 
vices are necessary to prevent “freez- 
ups” as no condensation is present to 
cause sticking, it was stated 

‘The Iceberg home freezer features 
fully automatic Fried- 
Temperature is adjust- 
able down to -20 By use of baffles 
and rubber drawer gaskets, very 
little cold air can escape 

The newly-designed Iceberg ex- 
terior has a baked white enamel finish 
with smoothly-curved front panels, 
featuring recessed chrome drawer 
handles. It stands 72 in. high, 41 in 
wide, and 30 in. deep, “furnishing 
maximum minimum 


defrosting 


man asserted 


storage in 4 
Space 

The new offices of Iceberg Freezer 
Corp. are now located at 203 N 
Wabash Ave, Chicago 


Ostermann Heads New 
Quictrez Coast Branch 


FOND DU LAC, Wis. -To meet the 
requirements of expanding business, 
Quicfrez, Inc. here, formerly known 
as Sanitary Refrigerator Co has 
opened offices on the West Coast 

L. C. Ostermann, Jr., who recently 
returned from Korea and who was 
with the company before being 
called back into military service, will 
serve as district manager. The ad- 
dress is Room 218, 1248 Wholesale 
St.. Los Angeles 21, Calif 

The branch will warehouse refrig- 
erators and will Keep an inventory 
of all parts for immediate service 


‘Mike’ Sweeney Retiring 
After 40 Yrs. with G-E; 
Honored at Dinner 


LOUISVILLE, Ky.—A. M. Sweeney 
assistant to the general manager of 
the General Electric Co. Major Ap- 
pliance Div., is retiring after more 
than 40 years’ service with the com- 
pany, it was announced recently 

Sweeney, familiarly known through- 
out the industry as “Mike,” was feted 
by hundreds of his friends at a testi 
monial dinner 

Sweeney, who is one of a pioneer 
group credited with developing many 
of the sales techniques that have 
made major appliances more than a 
$3 billion business, celebrated his 65th 
birthday Dec. 13 

At the dinner, he was presented 
with a commission as a Kentucky 
Colonel on the staff of Gov. Lawrence 
W. Wetherby. Among the gifts pre- 
sented to him was an automobik 

Queried on his immediate future 
plans, Sweeney pointed to the car 
and said that at this time he had no 
further thought than to take a vaca- 
tion and to make use of the gift 

Sweeney joined General Electric at 
Cleveland in 1910 after graduation 
from Harvard with a B.S. degree in 
electrical engineering. In 1919 he be- 
came manager of the Ohio Lamp 
Works at Warren, Ohio 

He was appointed general manager 
of the Pacific Div. of G-E’s Lamp 
Dept. in 1924, with headquarters at 
Oakland, Calif. He returned to Cleve- 
land as assistant to the manager in 
the Electric tefrigerator Div. in 
1929, and shortly thereafter became 
manager of production and distrbu- 
tion for the division 

In 1933 he was appointed manager 
of the division and in 1939 he was 
transferred to the Appliance & Mer- 
chandise Dept. in Bridgeport, Conn., 
as manager of the Household Refrig- 
erator Div 

In 1942, Sweeney was given re- 
sponsibility for coordinating one of 
the important war projects under- 
taken by the company 

Two years later, he was appointed 
manager of sales for major appli- 
ances 

In July, 1947, he was named man- 
ager of appliance sales, in which ca- 
pacity he was responsible, among 
other things, for all appliance sales 
functions, the district organization, 
field contacts, sales services, and 
meetings and exhibits. Sweeney was 
appointed general sales manager of 
the Appliance & Merchandise Dept 
in May, 1948 

With the formation of the major 
appliance division in 1951, he was 
named assistant to the general man- 
ager. He moved to Louisville late last 
year when the division headquarters 
was transferred there from Bridge- 
port 


To Sell the Very Best, Is to Know You Sell... 


rere 


BE SURE TO SEE 
THIS GREAT ‘53 LINE 


ON DISPLAY 17th FLOOR 


BOOTH 17-R 


AMERICAN FURNITURE MART 


Winter Market in Chicago 


JAN. 5 thru 16 


REVCO, INC....DEERFIELD, MICHIGAN 
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Atlanta Hotel Installs Cooling In 
296 Rooms Without Loss of Any Rent 


ATLANTA Installation of an air 
conditioning system in the Biltas re 
hotel here will soon be completed 
without the loss of a single room 
rental and without the guests even 
being aware that anything unusual 
is happening 

Here's how the hotel and Carrier 
Corp. planned the project 

First, it was decided to put all cen- 
tral equipment for a 296-room year- 
round Carrier “Conduit Weather- 
master” system up on the roaf, 12 
stories above the street, where no one 
would see it going into place 

Workers installed a Carrier absorp- 
tion refrigerating machine which 
chills water with steam. Although 
light in weight, the machine will have 
a cooling capacity equal to 330 tons 
of ice a day. 

Then, a careful check 


was made 


of the Biltmore’s “house count” or 
room occupancy cycle during the 
past few years. It was discovered 


that there was a low point in August 
and another in December 
As the August low approached, the 


hotel booked guests into one wing 
while workmen went into the other 
and began sliding small diameter 


conduit for conditioned air from the 
roof down through vertical tiers of 
rooms 

In December they again went into 
empty rooms to put the room units in 
place and hitch them to the conduit 


No ductwork is necessary with the 
Weathermaster system. 

The result Unsuspecting cus- 
tomers will one day suddenly dis- 


cover they can dial their own weather, 
warm or cool, whatever the tempera- 
ture and humidity outside 


Bendix Aviation Plant Uses Ceiling Panels 
For Air Diffusion To Handle Heat, Toxic Fumes 


TETERBORO, N. J.--Ceiling panels 
are used for air diffusion in a cooling 
system installed recently in one sec- 
tion of the Bendix Aviation Co. plant 
here by Comfortair Co., Hackensack 

The work was done in a large room 
where intense heat and toxic fumes 
presented a problem that could not 
be solved by an ordinary installation 


of air distribution, Comfortair ex- 
plained. 
Temperature, humidity, and dust 


control had to be accomplished in such 
a way that the fine tolerances that 
the workers were limited to in their 
machine work would not be thrown 
off by lack of uniform conditions 

Sid Ross, an engineer associated 
with the Comfortair, after studying 
the problem and consulting with 


MUELLER ~ 
BRASS CO. 


members of the engineering depart- 
ment of Bendix, suggested that ceil- 
ing panels be used to diffuse the air 
that was introduced into the 
for cooling purposes. 

Under this plan, the air is fed into 
the workroom through a central duct 
in the ceiling and then forced through 
the minute holes in the ceiling panels 
that normally were used for sound 
absorption 

These thousands of holes 
the air to be distributed 
entire room uniformly 
drafts that could 


room 


cause 
over the 
without any 
injure the health 


of the workers or throw off the pre- 
ciseness of the operations. 

Paint fumes and other toxic gases 
are carried off by the means of ducts 
over special painting booths 


REFRIGERATION PRODUCTS | 


@ You dealers, engineers and contractors can be sure that every 
member of the Mueller Brass Co. family of refrigeration valves, 


GLOBE TYPE 
VALVES 


LIQUID 
INDICATORS 


WROUGHT COPPER 
FITTINGS 


driers, fittings, and accessories will help guarantee the efficiency 
ond long life of every installation. 

Performance - proved Mueller Brass Co. products are available in 
an unusually wide range of sizes ond styles. You can get every- 
thing you need for practically every job from your nearest 
refrigeration wholesaler. 

Experienced sales and field engineers ore ot your service — to 
heip you sell and make the best possible installations 


-“ 


DORIERS ANDO 
FILTERS 


STREAMLINE refrig 
eration products ore 
individually and 
multiple packaged 
in sturdy dustproof 
cartons for complete 
protection 


Write for free catalog 
R.152 describing the 
the Mueller Brass Co 
complete line of 


STREAMLINE refriger 77-” 


pT RE BRASE OD, seis vexed ve, memecs 


SIOUX FALLS, S. D.—Complete 
remodeling of the interior of the 
Northwest Security National Bank 


here also involved the installation of 
a 50-ton year-round air conditioning 
system, a job handled by Interstate 
Sheet Metal Works 

The system is somewhat elaborate, 
having 15 zones cooled or heated by 
air supplied through a hot-cold deck 
arrangement; uses an odor adsorber, 
and has the outside air and return 
air dampers interlocked 

Latter setup changes the volume 
of return air in proportion to the 
amount of outside air being intro- 
duced. Outside and recirculated air 
mixtures are varied to suit seasonal 
requirements 

For cooling, the 50-ton condensing 
unit chills water to 40° F. in a shell 
and tube cooler. The cold water is 
then delivered to an eight-row coil 
in the cold deck section of the fan 
room. A three-way valve actuated by 
an outdoor bulb controls the water 
temperature in the coil. 

Fan room permits 10 fans to take 
care of 15 zones. An insulated slab 
installed horizontally 7 ft. from the 
floor of the fan room separates 
heated or uncooled air from cooled 
or unheated air 

Installed in the hot deck air 
stream is a two-row hot water coil. 
This is fed from a shell and tube 
type heat exchanger which is heated 
by steam from a boiler. The boiler, 


of course, is operated during the 
heating season 

Zone thermostats control mixing 
dampers ahead of the fan. As re- 
quired by the thermostat, air is 
drawn either from the hot or cold 
deck or mixed from both. Control 


system is pneumatic, but the seasonal 
change-over from compressor to 
boiler operation is performed manu- 
ally 

Included in the air distribution are 
56 supply and return type Anemostat 
diffusers, supply units being equipped 
with volume control dampers per- 
mitting easy adjustment of air deliv- 


ery in each zone 
In the remodeling operation, all 
ceilings of the bank were also 


treated acoustically 

Architect on the job was Harold 
Spitznagel of Sioux Falls, while H 
M. Bird of Minn., was the 
mechanical 


Osseo, 


engineer 


Designer Wolaver Joins 
Viking Engineering Staff 

CLEVELAND ~ Philip Borkat, chief 
engineer of Viking Air Conditioning 
Corp. here, recently announced the 
appointment of Robert M. Wolaver 
to the Viking engineering staff 

He will handle industrial design 
and exterior styling of the air condi- 
tioning and air movement products 
manufactured by Viking 

One of Wolaver's first jobs will 
be to design the exterior of Viking's 
new %-ton central 
unit which will be 
spring 

Wolaver has worked for 
Gordon Rideout, FSD. Fisher 
Zody, and Thompson Products cor- 
porations in Cleveland, Grand Home 
Appliances, and Designers for Indus- 
try, Inc., where he was principal de- 
signer 


NLRB Orders Union, Firm 
To End Hiring Agreement 


WASHINGTON, D 
tional Labor Relations Board has 
ordered Local Union No. 36, Sheet 
Meta! Workers International Associa- 
tion, and J. F. Higgins Co., both of 
St. Louis, to end any agreement re- 
quiring employes to join, maintain 
membership, or procure clearance by 
the union as a condition of employ- 
ment 

The union was also ordered to cease 
causing or attempting to cause the 
company to discriminate illegally in 
regard to hire or tenure of employ- 
ment against any employe or pros- 
pective employe 

The company was also told to stop 
encouraging membership in the union 

Both the union and the company 
were further ordered to desist from 
in any other manner restraining or 
coercing employes in their self-or- 


air conditioning 
introduced next 


John 


C..-The Na- 


ganizational rights and to offer back 
pay to the complainant and another 
employe 


a 


Inc.. 


Hurry! Hurry! Hurry! 


PAULSON ENGINEERING’S 


SALES, RENTAL DISTRIBUTORSHIPS 
FOR AIR-CONDITIONING DEALERS 
ARE GOING AT A FAST CLIP 


*Greatest Profit Making Plan 


Being Taken by Dealers 
from Coast to Coast 


operators 


Act Now —To Take 
Advantage of these 3 Great Benefits 


For a limited time—Paulson Engineering Co., 
of the successful 
RENTAL SYSTEM is setting up nationwide 
distributorships on exclusive licensee franchises 
with alert, qualified air conditioning dealers. 


PAULSON 


of the Paulson Rental Plan! 


oO 
V2) 


® 


TAL 
RE rysT EM 


You will purchase equipment at distributor, low-cost level. 
| 


You will be able to lease this equipment with all financial 
arrangements handled by Paulson Engineering Co., Inc. 


You will be able to set up a permanent high-profit, exclusive 
licensee operation that will increase your business potential 
every year. 


a 


PAULSON RENTAL SYSTEM 
510 POYDRAS STREET 
NEW ORLEANS 5, LOUISIANA 


Please send me complete details on Paulson's 
nationwide rental plan. 


OUT — FOLD OVER ON THIS LINE — FASTEN (STAPLE, TAPE, GLUE) ~~ MAIL-————— 


FIRST CLAS§ 
PERMIT No. 1806 
SEC. 34.9 
P.L. & R. 


NEW ORLEANS, 
LOUISIANA 


BUSINESS REPLY ENVELOPE 


No postage stamp necessary if mailed in the United States 


POSTAGE WILL BE PAID BY 


Paulson Rental System 
510 Poydras Street 


New Orleans 5, Louisiana 
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Automobile Air Conditioning Symposium 


Engineers Plan Special Systems Suited to Car; 
Units S20n To Be Put In ‘Accessory’ Class , 


NEW YORK erry Automobile 
rtali t Phot neat year per 

‘ 
ape but net toe long thereafter ‘ 
passenger iter Poile “cenmory «an 
’ . . ar heater 


te eold.) weetalled and ser 
earive manner rn 
heater twlae 


That would seem to be the feeling 


f the automeotil’? industry an © 
pressed in the dimetissions of some of 
ite representat)ve epeaking at the 


Automobile Air fonditioning Syn 


poms heid durfie the recent an 
ia nvent hore of the Ar 
‘ 
‘ et ly frigerating Engi 
fe r 7 
, 
peaking t ths Miposium were 
n 4 1» (dr let Cory 
Land (side . Lh (jeneral 
Mat Cort " A Kucher Ford 
Motor ¢ HM “john, GMC Truck 
e ¢ , ‘i oO G Tinkey 
‘ 1 . 
> 
me ales zg the feeling that the 
' tive i "% n't simply go 
' i bug motne air ond 
b « atick on their 
. 
rodhuct t jrised very quickly 
that thie tor @ar manufacturers 
a y ne na clerable time and 
a ght to leaig ‘ production eng! 


5% rating proble ma 


with the sim =f building in the 
treomt promml ble unity And they dropped 
" e hinta that p, wan to Be onpe ted 
that the conse ait nk of the auts 


tive designer iad producer must 
shead of thifke of the air contt 
t ne eng newer ‘and ce signer 


Smaller, Lighter Unita 


Needed 

Automotive petple aren't too well 
stinfied th the current design of 
refrigerating  s\ygyema particularly 
with reapect te adapting them t 


‘They want smaller 
unite and 


passenger ire 


and lighter orglenaing 


evaporal Jaiy, one representative 
f the motor cad industry, speaking 
fr the fener 

We will tine at you have now 


but we don't likey it We dont think 
your product mieta the 
industry's requir$mentsa of design of 


standards of production 


automobile 


At present thore are two ways of 
Zomponents for an 
“onditioning system 


installing th 
automobile air 
Prevailing methjd i te mount the 
compresaor an the auto engine and 


drive it from a<separate pulley off 
the drive shaft <The air-cooled con 


JOE WENT ON A SERVICE 
CALL TO THE OTHER END 
OF TOWN AND FORGOT HIS 
CAN OF ANSUL Oll. NOW 
HE'S TEACHING THE PARROT 
10 REMIND 


le nmer * mounted n 
radiator 


t the . 


front of the 
Kefrigerant nes run back 
sporator and blower unit 
inted ' the trunk 
Citiect ne of the automotive 
people to thia type of a system are 
mar The location and manner of 
the condenser mounting are such as 


to make t operate ine Miciently and 


te nerease the possibilities of its 
boiling over when the car motor is 
dling or on excessively hot day«e 
Automobile designers have spent 


wh time and money in developing 
1 design that ia perfectly balanced 
samuel te hang A compreaser on one 
side of the engine creates an imbal- 
anes Lang tubing lines offer prob 
lens und the whole setup doesn't 
nd itself to mass production tech 


niques 


Trunk-Type “Package 


More desirable, from the autor 
tile ndustry « standpoint in what 
Chrysler Corp's J Ww IDhihn de 
«Tribes am the all-in-one package 

ling aVater which can 
stalled in the trunk f th motor 
car 

This package would consiat of 
wnipressor condenser evaporator 
blower, and the necessary accessories 
ul) pre-assembled n «one cabinet 
which is then installed in the pas 
eenger car trunk 

Phere are two major problems 
confronting this “ideal” of a pack 
ime unit First, power for the con 
densing unit must be procured by 
means of a jack-shaft or some simi 
lar device Omniy alternative to this 
rather awkward arrangement is for 
in electric power take-off 

Secondly. condenser air must be 
ducted back to the package in 
volumes of from 1.000 to 2.000 ¢fm 

Before getting into a description 
of some of the types of systems 
which the 


will offer as 


sutomobile manufacturers 
Accessory items brief 
descriptions will be given of some of 
the “tricks” developed in practice or 
through laboratory tests to solve 
some of the problems met and to 
make 


syatema better operating 


automotive air conditioning 
Oversize Radiator Te 
Compensate 


Kucher said that Lincoln models 
with air conditioning will make use 
of an oversize radiator to compen- 
sate for any loss of radiator effi 


DON’T FORGET YOUR 
ANSUL NON-FOAMING 
Oil, JOE! 


SEE PAGE 10 


THIS PHANTOM VIEW drawing shows. the plocement of \ 
hey components of the Frigidaire possenger cor air condi 
honing system os | will be used i» the 1953 Oldsmobile 


TWO VANE ROTARY TYPE compressor in 

stalled under the hood on the right side of 

the engine for the Frigidaire car air condi 

Honing system in the 1953 Oldsmobile. Com 

pressor runs off the crankshaft through o 

dvol pulley, and is rated af 2 tons capacity 
ot 3S mph 


TWO AIR SCOOPS are located on the ovt 
side of the body quarter ponels just below 


the rear window of the Oldsmobile. These 

scoops ot 5O mph pick up approsimately 

60 cfm of ovtside ow. which is forced 
into the return air stream 


clency caused by the mounting 
the condenser in front of it 

The system that Ford will use will 
also have a back-pressure actuated 
by-pass valve to hold the condensing 
unit capacity down to normal at 
high speeds. Another Ford feature 
will be rotatable air outlet grilles 

A stabilizer (in the form of a 
heat exchanger) which when used 
with an automatic expansion valve 
prevents liquid slugging back to the 
compressor, has been developed by 
©. G. Tinkey 

If the condenser is to be mounted 
in front of the radiator, Tinkey said, 
it may help if it is mounted high 
s® that the bottom part of the radia- 
tor gets a direct air flow 

Manufacturers and installers of 
automobile air conditioning systems 
will be wise, Tinkey believes, if they 
provide simple access valves to the 
refrigerant circuit which will permit 
mechanics to check pressures quickly 
and easily. This will cut down serv- 
ice time and expense 

To cut down weight, bus air 
conditioning systems are now using 
all-aluminum condensers and evapo- 
rators, declared H. Schjolin, of GMC 
Truck & Coach 


Rubber Connections Avoid 
Leaks 


William Lind of the ARA. Mfg 
Co Ft. Worth, Texas, which has 
installed the “Refrigair’’ system on 
many automobiles in the southwest, 
says that he has avoided cracking 
and leaking at joints by using 
rubber connections 

A.R.A. sells its “Refrigair Jr.” 
air conditioner for Fords at $435; 
and a unit for larger automobiles 
sells for $695 

Landell of the Oldsmobile Div. of 
GM said that in the assembly of air 
conditioning systems on factory as- 
sembly lines, Olds is using flare 
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COOLING COILS and blowers in the Frigidaire system fit neatly 
on the ledge at the rear of the Oldsmobile trunk 


DISTRIBUTION DUCTS of Fibergias run the length of the Oldsmo- 
bile just above the doors. Each of these ducts is honeycombed 


with 1,500 holes each Ye in 


in diameter, through which the 


cool air is distributed through the car interior. There are also 


two manually operated ovtlets 


on each side which can be 


adjusted to deflect the oir in any direction desired by the 
passengers 


fittings because they make possible 
better control of assembly opera- 
tions, and because the company does 
not want any kind of a flame used 
in its assembly line operations. 

Temperature design conditions for 
air conditioning automobiles present 
a problem because of high radiant 
heat load factors, and other problems 
projected by the relatively small 
space to be air conditioned. Landell 
said the Oldsmobile system was de- 
signed for a 75° inside dry bulb with 
a 90° outside dry bulb 

The air conditioning system to be 
made by Chrysler-Airtemp for next 
year's line of Chrysler automobiles 
will be of fairly standard design. A 
four-cylinder, V-type belt-driven 
compressor will be mounted on the 
right side of the engine. In norma! 
city traffic, the air conditioning sys- 
tem operates on a 2-hp. requirement 
taken from the car engine crank- 
shaft 

Two  heat-dissipating condensers 
will be mounted ahead of the radia- 
tor. The liquid receiver will be 
underneath the car, its position being 
about in line with the windshield 


Evaporator Under Shelf 
Panel on Trunk Top 


The small evaporator and air dis- 
charging unit is located directly 
under the shelf panel at the top of 
the trunk compartment. The blower 
draws fresh air from the outside and 
recirculates air from the inside into 
the passenger compartment from an 
outlet in the deck behind the rear 
seat 

The following is the report of the 
discussion by Landell of the Olds- 
mobile Div. of GM on problems in 
air conditioning of automobiles, to- 
gether with a description of the sys- 
tem which will be used on 1953 
Oldsmobile models 


“The cooling of the interior of a 


passenger car by means of refriger- 
ated air imposes special problems 
which either can be considered differ- 
ent from, or in addition to, the 
problems encountered in other air 
conditioned _ installations For in- 
stance: 

“1. The interior passenger space of 
a car body is relatively small; a 
volume of approximately 107 cu. ft., 
in the case of a four-door sedan, 
which can be occupied by from one 
to six people. 

“2. All of the exterior surfaces 
of this volume are subjected to a 
high heat load in the form of radi- 
ant heat from the sun, and the ex- 
haust system, and by conducted heat 
from the atmosphere and from the 
engine compartment. 


Radiant Heat Load 


“3. The car interior is subjected 
to high radiant heating effects by 
virtue of a very large ratio of glass 
surface area to the total surface 
area which is inherent in automobile 
bodies. Radiant heat from under the 
cowl, dash, and the engine hood are 
also factors of importance. 

“4. A considerable portion of the 
car occupants’ body surfaces is not 
subjected to the direct cooling effect 
of the refrigerated air stream (due 
to the fact that the occupants are 
seated). 

“5. Due to the small space which 
requires a high ratio of refrigeration 
load per cubic foot, the air stream. 
used as direct cooling medium, must 
be applied with considerable care to 
avoid passenger discomfort due to 
drafts or local over-cooling 

“6. The refrigeration installation 
must be compatible with the auto- 
mobile as a unit and must not: 

“a. Cause an overload on the 
engine cooling system; 
“b. Introduce any 

vibration ; 
(Concluded on next page) 


objectionabie 
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IN THIS CHRYSLER car air conditioning system, the belt-driven 
4-cylinder compressor is mounted on a DeSoto V8 engine 
Capacity is said to be 3 tons 


Automobile Air Conditioning - - 


(Concluded from preceding page) 
“e. Introduce any 
noise; 

“d. Seriously affect the car per- 
formance or handling; 

“e. Materially increase the over- 
all car weight 

“The Oldsmobile system will use 
a two-vane rotary-type compressor, 
the Frigidaire Meter-Miser design 
with 7.14 cu. in. of displacement, 
driven by means of two V belts at 
a 11 to 1 engine speed 


objectionable 


Filter Protects Parts 


“Built into this compressor on 
the intake side is a cellulose annular 
shaped filter. Its purpose is to pro- 
tect the highly machined working 
parts of the compressor. This filter 
is designed to collect particles of 
any foreign material which are over 
40 microns in diameter 

‘Also built into this compressor 
is an oil separator which separates 
the oil from the ‘Freon-12' and de- 
posits it into the oil reservoir at the 
bottom of the compressor housing 

“Compressor bearings are provided 
with forced lubrication by means of 
a vane-type oil pump. This pump 
delivers oil, under pressure, to all 
of the bearings and into the com- 
pressor pump wall surfaces. The 
compressor roller is cast iron and 
the vanes are highly machined hard- 
ened steel 

“This compressor, which weighs 
51.5 Ibs., has ease of balance and com- 
pactness, and is installed under the 
hood on the right-hand side of the 
engine. Its capacity is 2 tons at 
50 m.p.m 

“Condenser is of the conventional 
design and is 3 in. thick, 10 in. high, 
21% in. long. It is composed en- 
tirely of steel tubes and fins. It 
weighs approximately 39 Ibs. and is 
located in front of the regular engine 
cooling radiator core. 

“Receiver is located below the 
condenser, having a capacity of 93 
cu. in., is mounted on the underside 
of the lower baffle, and is used to 
store a portion of the charge of the 
‘Freon-12’ and oil mixture which is 
7 Ibs. of ‘Freon-12' and 21.5 oz. of 
special oil. Its purpose is, at all 
times, to insure a constant supply 
of liquid ‘Freon-12’ to the expansion 
valve. It weighs 4.21 Ibs. dry. 

“The evaporator is 6% in. high, 
8% in. thick, and 24 in. wide. The 
tubes are copper and the fins are 
aluminum 

“Two sirocco-type blowers are 
used, operating at 2,450 r.p.m. using 
12 volts, and a total of 9 amperes; 
each blower delivering approximately 
150 c.f.m. against the static pressure 
of 4 in. of water. This entire assem- 
bly weighs 89 lbs. 

“The expansion valve is located in 
the evaporator unit and is a thermo- 
static valve type MX-30 with a ca- 
pacity of 3 tons 

“A dehydrator is used to collect 
whatever residual moisture that was 
in the system at the time it was 
charged, and this additional filter 
collects whatever foreign material 
might have been in the system when 
it was assembled. It is located in 
the system between the receiver and 
the expansion valve. It weighs 2.94 
Ibs. 

“A solenoid valve of the normally 
open type is located in the piping 
system parallel with the evaporator 
It weighs 1.76 Ibs 


Sight-Glass Checks ‘Freon, Oil 


“A sight glass is used as a means 
of inspection to determine at any 
time whether or not the system has 
a full charge of the ‘Freon-12’ and 
oil mixture. It is positioned between 
the receiver and the dehydrator and 
weighs .51 Ibs 

“Atmospheric air intake is located 


on the outside of the body on the 
quarter panels, two air scoops, one 
on each side, which at 50 m.p.h. pick 
up approximately 60 c.f.m. of out- 
side air which is forced into the 
evaporator unit, return air stream 

“This produces a slight pressuriza- 
tion in the body interior and im- 
proves the quality of the interior air. 
Valves are provided in the duct of 
these intakes, permitting them to be 
closed in the winter time. 

“Return air filters are located 
directly below each of the return air 
grilles in the package shelf. They are 
Goodyear self-charging electrostatic 
pliotron filters, 4% in. x 5% in. x ‘ty 
in. thick, which are used to assist in 
the odor removal and improvement 
of the air quality 

“These units are self-charging to 
1,500 volts at 300 f.p.m. and have a 


static resistance of .165 in. of water * 


at 785 f.pm. They are readily re- 
movable and are cleaned by washing 
them in clear water 

“In order to evenly distribute the 
refrigerated air throughout the car 
body interior so that objectionable 
drafts are eliminated and also to 
allow the passengers to have some 
selection as to the direction and 
quantity of cool air, an overhead 
distribution duct is installed on each 
side of the roof, directly above the 
doors. 


\Q-In. Holes Distribute Air 


“Approximately 1,500 % in. holes, 
strategically located on each duct 
surface, distribute the cool air for 
the best effect. However, in addition 
to these holes, there are also located 
two manually operated outlets on 
each side for the convenience of the 
front and rear seat passengers at 
that location. These are to provide 
a sizable amount of air which can 
be directed, if desired, directly into 
the passengers’ faces, during the 
cooling down period or during very 
slow traffic driving conditions 

“The use of these ducts and out- 
lets materially improves the rate of 
the effective cooling down of the car 
even though the entire interior has 
not yet been cooled to its ultimate 
temperature. The entire duct system 
weighs 6.74 Ibs 

“For temperature control, there is 
a capillary tube located directly 
above the evaporator in the return 
air stream which actuates a pre-set 
thermostat. This thermostat controls 
the normally open by-pass valve lo- 
eated between the condenser and the 
compressor intake 

“When cooling is required, the by- 
pass valve is closed and, of course, 
when the car cools down the by-pass 
valve is open which reduces the 
compressor discharge, insofar as the 
evaporator is concerned. 


“This pre-set thermostat has a 
10° range and its setting can be 
changed by a person having a 


knowledge of its location, if a cooler 
or a warmer temperature setting is 
desired. This control maintains the 
inside car temperature to within 3 
F. or plus or minus 1.5° of a pre- 
determined value. 


CONDITIONING & 


COOLING COILS, fons, ond air ducts of the Chrysler system ore 
housed in the reor deck of the cor, directly beneath the shelf 


“The switch control for the entire | 


system is on the instrument panel 
The ‘off’ position breaks the circuit 


to the blower and to the by-pass | 


valve solenoid 

“The ‘cold’ position turns on the 
blower and energizes the solenoid 
valve as required by the thermostat 

“The ‘cool’ position turns on the 
blower but maintains the by-pass 
valve in the open position to give a 
minimum amount of cooling 

“No special insulation has been 
used for our refrigerator installation 
beyond that used in the production 
car body. We have proceeded in 
this manner because 

“a. The application of additional 
insulation (over that which we nor- 


REFRIGERATION NEWS, 


behind the rear sect 


mally use) would result in an only 
slight improvement as compared 
with the cost involved. We have 
chosen to increase the refrigeration 
tonnage to offset additional insula- 
tion, and this results in the most 
satisfactory approach to the problem. 
“b. We recommend the use of an 
outside windshield sun visor with all 
refrigeration installations. This is 
an insulator against radiant heat and 
is very effective in this respect. 
“Test trips have been made 
throughout the states of Michigan, 
Ohio, Pennsylvania, and New York 
for congested traffic conditions; 
Tennessee, Georgia, and Florida for 
hot, humid weather; and Texas, 
Arizona, and New Mexico for hot, 
dry weather. All of our tests were 


conducted on cars not equipped with 
either additional insulation or heat 
rejecting glass, and the test results 
have been most satisfactory 

“A representative set of operating 


THREE GRILLES. located in the shelf behind 
the reor seat, provide a cooled oir ovtiet 
and two warm air returns in the Chrysler 
system. Cooled, freshened, ond dehumidified 
air is diffused throughout the interior of 
the cor from the center grille Worm air 
from inside the car is drawn through the 
ovter grilles into the air conditioning system 
where it is mixed with fresh oir before it is 
cooled and returned to the car interior 


temperatures obtained with auto- 
matic controls is shown on the fol- 
lowing table.”’ 

Typical Operating Temperatures 
With Automatic Ranco Control 


{ Duct Dis- 
Outside Inside Return charge 
‘Air Air Air Air 
78 69 66 57 
80 7 65° 58 

82 re | 66 “6 
91° 72 66 49 
104 72 67° 49 
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\SIDE DOPE 


by GEORGE F. TAUBENECK 


i 


Concluded from Page 1, Column I 
trolled from such 
points, he explained 

A recognized authority, E. A. Ad 
ler, principal instrument engineer for 
United Engineers and Constructors 
one of the nation’s leading consulting 
engineering firms, sees in the “in- 
creased application of automatk 
methods of production, through in- 
strumentation, the only feasible 
method of preparing for this popula- 
tion vs. production problem.” 


Quotes of the Week 


I would prefer to know what @ 
man is for, rather than agatnst.” 
PAUL G. HOFFMAN 


central control 


All sorts of allowances are made 
for the illusions of youth; and none, 
or almost none, for the disenchant- 
ments of age.” R. L. STEVENSON 


We've been seducing the Ameri- 
can soul for a meas of pottage cailed 
security.” CONGRESSMAN WILLIAM 
MCDONALD WHEELER 


Everything that is in agreement 
with our personal desires seems true 
Everything that is not puta us in a 
rage.” ANDRE MAUROIS 


“I have a feeling that once I am 
at home again I shall need three 
weeks on end to get rested from the 
rest I've had!"--T. MANN 


ZZAA 


Look at the record 
before you buy any defrost system 


For eight years THERMOBANK has been the unquestioned 


standard for low temperature automatic defrosting. Significant 


improvements over the years have made THERMOBANK even 


better. 


If you look at the record of thousands of successful installations, 


you, too, will join the leading refrigeration experts specifying 


Kramer THERMOBANK. 


KRAMER TRENTON CO. 


WRITE FOR BULLETIN R-124 


-Trenton 
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They’ " aaah It } Soaey Time .. «+ By Jimmy Hatlo 


AIR CONDITIONING & REFRIGERATION NEWS, DECEMBER 29, 1952 


You COMB THE FILES FOR THAT | | So~cces HE OWN UP TO iT? BUT No! 
| APORTANT LETTER, AND SLYPANTS HE SLIPS IT INTO ITS PROPER PLACE 
| FINDS WE HAD IT IN snbenieinantinie: JUST BEFORE 80SS0 TAKES OVER THE HUNT. 
Vw © GOT TO FIND THAT BuUTTV A i t— ‘. 
SENATOR TWIDDLE LETTER! LOOKED EVERY J- YOU C 
WHAT KINO OF .4 FILING PLACE MR RIGHT UNCEe 7 


HERE 7 DO I HAVE TO 


Tt 90 EVERYTHING, 
MYSPLF ae, 
— | 


~y “; pas 


SYSTEM HAVE WE GOT py BIGDOME IT'S 
\ 


Li» 
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Hay e a ou READ ‘Peace and Progress’ Yet? 


ooo oOOOOOOOO OO 


‘Easily understandable - - 
and a greal aid to seruice engineers’ 


REFRIGERATION PROBLEMS 
_ AND THEIR SOLUTION 


In five volumes, J-1, J-2, 3-3, J-4, and J-5 
by Paul Reed fi 
Handy, practical, reference information for the refrigeration service 
engineer, “Refrigeration Problems and Their Solution’ is written and 
illustrated so as to be of interest to salesmen, users, and others 
who want a fuller knowledge of refrigeration 


You'll like the way Paul Reed has organized his material 

and he writes clearly, making these books easy to understand and a 
4 : pleasure to read. And because Pau! Reed has such a wealth of 

practical knowledge of refrigeration, and years of experience behind 

him, youll find reading these books the next best thing to a person-to-person chat about your 


refrigeration problems. Conveniently cross-indexed for instant use, “Refrigeration Problems and Their 
Solution’ cae provide ‘the missing link’ in your search for authentic advice on “how to make it work.” 


. 
a 
* ~ VOLUME 1 venue a 
Measuring Temperature; What Heat Is; Tempera 
ture Pressure. Relationships, Components in the Cleaning Parts Before Repair; Compressor 
Compression Cycle; Expansion Valves and Their Noise; Compressors In Parallel; Frozen Compres- 
Properties; Capillary Tube; Float Valves; Heat sors; Service Problems; Overloaded Motors; 
“ Exchangers, Ol) Refrigerant Mixtures; Control Making Money In the Service Business; Absorp- 
; Settings, Aly Circulation, Multiple Systems; etc tion; Evaporative Cooling; The Heat Pump; 
r Comparative Cost of Fuels 
; VOLUME 2 


Condensers. Compressor Shaft Seals; Defrosting 
Evaporators, Compressor Ol; Charging Refrig 
s erant, Humidity and Alr Circulation; Carbon The Oil Cycle 
Dioxide, Use of Gauges; Trouble-Shooting, 
Preventive Maintenance; Control of Moisture 
Leaks, Care of V-Belts; Lapping Seals, Plotes, 


VOLUME 5 


; Oil Slugging; Copper Plating; 
Properties of Water Important In Cooling; Rail 
way Car Refrigeration; Safety In the Field of 
Service Work; Mystery of the Hidden Moisture; 


o) 
j 
Jj 
. 
; 


Service “Charts Mystery of the Missing B.T.U.'s 
; VOLUME 3 
“ Lost ‘Time ‘and Short Cuts, Refrigerants and in Five Volumes J-1, J-2, J-3, J-4, and J-5 
i Tables, Meilier Chort, Two and Three Stage 
: Compression, Leaks and Moisture; Electric Cur 


rents Sinate ond Three Phase Systems; Motor $1.50 per Volume 


_ Troubles, ete 


USE THIS HANDY FORM 


i ee ne ee ae a ee i ee ee ee ee ee ee ee ee. 
t 
A Business News Publishing Co. 
af 450 W. fort St., Detroit 26, Mich 
¢ Name 
Please send Paul Reed's books as follows 
; copies J-1, $1.50 each NOs § nak acu nee eevee 
copies J-2, $1.50 each 
copies J-3, $1.50 each City . band ae aia _Zone 
copies J-4, $1.50 each 
:.. copies 3-5, $1.50 each CRETE ECR ee LTTE 
Sherk tor $ enclosed* ) Bill me *Books sent post-paid if remittance accompanies 


order. 12-29 
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AN INTERNATIONAL INSTITUTION - SUBSCRIBERS A.L OVER THE WORLD 


yy Coprriat 
tered x! seS2 
* Powe Bieines, Newe 
' ice 13 Publishing Co 
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FM. COCKRELL, Founder 
Published Ever Menday by BUSINESS NEWS PUBLISHING CO 
4‘ W. Fort St.. Detroit 3 Mict Telephone Woodward 2-924 
New York office: 521 Fifth Ave.. Telephone Murray Hill 7-7155 
Chicag« flice 1M 8. LaSalie St Telephone Franklin 2-8093 
ption Rates =. and Possessions, Canada und al untries im the Ff 
Amerikan Postal t nh $5.0) per year 2 years She Ali ther foreign countries 
oi it) pe ear single opy price 2» cents Ter rn ' opies, 15 ents eaci 
t 1 enta eact Please send re ttamce with order 
GEORGE F. TAU BENECK 
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Pui. B. Repexer, Editorial Director 
C. DALE MERICLE, Associate Editor 
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LENORE E. SMITH Georce CASEY, Circulation Manager 
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“| have always felt that whatever the Divine Providence permitted 
to occur | was not too proud to report. The people are not served 
by pussyfooting, or by that sort of journalism in which nobody will 
ask who is the editor of a paper or the writer of an article, and 
‘nobody will care.""—Charles A. Dana. 


Forecast for 1953-58 


WITHIN THE next five years we can expect either a real 
depression, or a booming zoom in civilian sales, according to re- 
search director Arno Johnson of the J. Walter Thompson Co. 
Here's how he figures it: 

Sometime in 1953 our defense production is expected to reach 
$60 billion—the peak. A cutback of $20 billion in defense gg 
tion, which is supposed to arrive in 1954, could cause a crash, « 
at least a shock. 

But be of good cheer. An increase of 10‘¢ in personal living 
standards and family consumption easily could offset the feared 
reduction of defense spending. 

At a productivity rate per capita no greater than the war 
year of 1944, it might be feasible to provide a continuing defense 
output of $40 billion annually and, at the same time, produce 
enough goods to expand our standard of living by—not just 10‘; 

but 30°7. Provided we can sell the stuff! 

“I cannot guarantee the want,”’ wryly observes Mr. Johnson. 
“It is no light task to educate a population of 160 million indi- 
viduals how to live one third better. When our economy starts to 
shift from defense to civilian production, the part that advertis- 
ing can play will become of critical importance to our whole free 
society. 

“Our economy,” he concludes, “is based largely on created 
human wants, rather than needs or necessities.” 


A great deal depends, of course, on what government does to 
us in the next few years. (Note: we said “to” us, not for us.) 


The biggest U. S. governmental spending cut in history took 
place between 1945 (99 billion) and 1947 (39 billion). And that 
drastic reduction in government spending was accompanied by the 
greatest boom in our history. 

Government extravagance takes away more from our people, 
much more than it replaces—in the real goods and services which 
compose our standard of living and actual prosperity. 


Suppose big government spending on defense took a fantastic 
70‘< of our productive capacity, as it does in Soviet Russia. A few 
industries would prosper, but most of us would darned near starve 
to death. 

Cuts in government spending might reduce Federal employ- 
ment, to be sure; but the tax dollars released would serve to make 
civilian industries boom. Lower taxes simply mean more money 
left for personal spending. And how we'd all love to have more 
money to spend ourselves! 

If we continue to finance government largesse by borrowing, 
the citizen loses through inflation, and his children are handi- 
capped worse—in the long run—than if they'd suffered from polio. 

Centralized control leads to socialism, loss of incentives to 
work, tax confiscation of private property, and inevitable corrup- 
tion. All of these deterrents prevent great and small dreams of 
We the People from coming true. 

The future can be great IF government doesn't continue to 
handicap us. 

“Whatever the future may hold, it should provide a large im- 
provement upon the commonly maladapted emotional state of the 
average human being in today’s culture. For ours is a culture in 
which the secure, mature, happy person is the exception; the in- 
secure, anxious, immature person is in the vast majority.”—Dr. 
WALTER R. STOKES. 
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Specialty Wholesalers’ October Sales Up 8% 
Over Year Ago, 10% over September 1952 


RACCA Elects New Officers, Directors at Miami Conference 


Per Cent Change Oct. 1952 Panel 
0 Mos. 


—Oct. 1952— 1982 No. of Reported 
from from Firms Dollar 
Kind of Business and Oct. Sept 10 Mos. Report. Values 
Geographic Division 1961 1962 1961 ing (add 000) 
P ied, whol lers ts £10 8 118 4 ee 
New England 3 “4 1 4 663 
Middle Atlantic 1 16 M 27 659 
East North Centra! 3 s 14 18 4164 
West North Central a | 12 * 12 1.34 
South Atlantic 12 + 3 +11 15 41s 
South Central 14 © w 2 11 
a — =e 1 . or B- aa OFFICERS AND some of the directors of Refrigeration and Air Conditioning Contractors 
Refrigeration equipment, parts (com'!) Z 2 2 = 1 ong Association, Inc. are pictured here following the groups recent annual meeting in Miami 
Middle Atlant 15 " 13 AN Beoch. Seoted (i. to +) R W. Lampie, Richmond. Va, second vice president; Cecil Kirby 
East North Central - -u ’ 19 Be Miomi, retiring recording secretory, Edna Berggren, executive secretory, George 1. Howe 
' rs = — = < : > 7 2 — Chicago, president; T. A. Reina, Brooklyn, immedicte pos! president; R W. Noll, Los 
Paciflk 7 19 @ Qa 08 Angeles, director 
Stonding (!. to +): Rolph E. Manns, Wilmington, Calif, treasurer, William Schemers 
Detroit, director, Harvey O. Miller, Chicago, director, A. G. Dienstel, Bridgeport, Ohio 
Inventory, End-of-Month (At Cost) director, B. C. McCall, Chottancoge, Tenn.. sergeant-at-orms; G. 1. Rostock, Kansas City 
Per Cent Change Oct. 1952 Panel director, A. M. Palen, St. Poul, first vice president. Missing in the picture ore Dudley M 
—Oct. 19638-—— Reporting Cawthon, Miami, new recording secretary; and Ernest Forr, Cleveland, director 
from No. of Dollar 
Kind of Business and Oct Sept. Pirms Values 
. ’ : , Tt. A. TED” REINA (left) M & & Refri 
Geographic Division 1951 1952 = Reporting caaa 000) Employers Assn. Honors 2 Firms Excise Tax Collections Up Mf We 
Avvli and 4a) _~— “ ‘ a4 1) BRK tion, Brooklyn, retiring president of Retrig 
“ s 2 2 
‘New England ._ +11 5 BI 1.557 DETROIT Two manufacturers of WASHINGTON, BD. C The In- eration & Air Conditioning Contractors Asso 
Middle Atlantic 45 13 19 1.446 refrigeration equipment—Aminco Re- ternal Revenue Bureau reported that cathen, congratulates his successor, George 
wal oe ae 31 : “ aan frigeration Products Co. and Detroit excise taxes collected in September |" Nowe, Accurate Electric Refrigeration 
South Atlantic 2 ‘ 14 2 cae Controls Co. were among 10 local and the third quarter from manufac Service, Inc, Chicago, following latter's 
South Central 27 s 10 09 firms honored as charter members of turers of mechanical refrigerators, election at Miami Beach meeting 
Pe. a. e $ 8 1,937 the Employers Association of Detroit air conditioners, home freezers, ete., 
*acific 12 7 9 2.083 . . 
at a 50 versary celebr “ase , 
Refrigeration equipment, parts (com'l) 7 3 62 S075 at by th anniversary celebration increased substantially compared with 
Middle Atlantic 4 i 11 437 Commemorative plaques were pre- the like 1951 periods 
East North Central 4 + 3 4 ol sented to Ed. Kellie, president of Collections in September totaled JUST ASK US! 
a — ° - 19 1.349 Aminco, which is the successor to $6,174,931, against $3,293,847 a year 
Sou entre © be r “ ’ 
Pacific site 16 ‘ s ne American Injector Co., the original ago. Third-quarter collections amount- Turn to “What's New” Page for 
*Insufficient data to show separately signer; and to Geo. E. Gullen, Jr., ed to $22,201,463, compared with $15.,- useful information on new products. 
industrial relations manager of De- 604,488 in the corresponding period 
‘ - 
7A : : . : . is 95 
WASHINGTON, D. C. October troit Controls of 1951 


2 from September, according to the + 
sales of appliance and specialty peau of the Census 
wholesalers were up 8% from Octo- “Bae 

ber, 1951, and 10° ahead of Septem- 


: “ For the first 10 months of 1952, 

faxing 7 , sales of the former group lagged 8‘; 

ber but those of refrigeration equip- behind the like 1951 period while 

ment and parts wholesalers declined those of equipment and parts whole- 
3% from October a year ago and 


salers were down 3° 


Inventories of both groups at the 
end of October were lower than a e e * e,°e@ 
year ago and on Sept. 30. Stocks of W t fers riers remove im urities 
appliance and specialty wholesalers if 


decreased 24°; compared with the ° 
end of October, 1951, and 4% com- 
ad atts wer Saco as small as 5 microns 
Those of refrigeration equipment and 
parts wholesalers were down 7° and 
3°7, respectively 

Sales in October by U. S. whole- 
salers as a group rose 2% above the 
previous October and 7%, over Sep- 
tember. However, sales for the first 
10 months dipped 1% below the cor- 
responding period of last year. In- 
ventories as of Oct. 31 increased 2%, 
compared with Sept. 30, but were 87 
below the Oct. 31, 1951, level 


CONDENSE Ri Mann Refrigeration Forms 


New Servicing Company 


Fan or gravity types... fin 
and tube brazed . . plate tyPe NEW YORK CITY— Freezer Serv- 
° ice Co., Inc. has been formed as a 
crimped ts clean es - tight .. wholly-owned subsidiary of Mann Re- 
standard or special to fit your frigeration Supply Co. here to op- 
needs exactly. erate as a service agency for Mani- 
towoc upright home freezers 
After four months of operation, 
Freezer Service Co. has more than 
4,000 Manitowoc freezers under serv- 


RUDY Manufacturing Co ice contracts. The agency operates 
; schol 


WRITE FOR DETAILS 


a fleet of trucks which cover the five 
boroughs of New York; Nassau and 
Suffolk counties, Long Island; West- 
chester county; and parts of New 
Jersey on a 24-hour 7-day-a-week 
basis 


es, both the A-P TRAP-IT and the TRAP-DRI actually remove 

particles of dirt, scale, sludge and other foreign matter as small 
as 5 microns (approximately .00019 in.) — and do ut faster and more 
completely than any other filter or drier. 


The unique honeycomb “depth filtration” filter element, built in 
both the TRAP-IT and the TRAP-DRI, provides this 100°) protection 
for refrigeration and air conditioning systems. Equal to 900 mesh 
screen, this efficient element permits a wide range of fluids and flow 
rates to be handled with no measurable pressure drop. The element 
will not swell, nor will it shrink or break. Never gets hard or brittle 
Does not channel or get soft. Does not release impurities into discharge 


flow to impair the system. 


On the TRAP-DRI, a large charge of silica gel is also used to re 
move all trace of moisture. This drying agent absorbs 12 to 16% of its 
>IT ic available in efx ei pee 7 

© TRAP-IT is available in six sizes. ape weight in moisture more than any other ty pe 

cities | to 4 tons 


TELEVISION - RADIO + HEATIN 
ELECTRIC MOTOR PARTS 
AIR CONDITIONING 
Write for your copy—TODAY! 


Protect your service and profits. Write today for Bulletin R19 and 
* tAP-D s av J . 
PRAP-DRI is available in five sizes; ca get the full story. 
pacities up to 1 ton, 


g | DEPENDABLE A-P CONTROLS CORPORATION 
oy 


(formerly Avtomotic Products Company) 
Controls 


2460 N. Sled Street © Milwaukee 45, Wisconsin 


“Service doesn't falter when it comes from Harry Alter’ 


‘The HARRY ALTER CO. ns Se 


Ew YORK 13, N Y 


For Export: 13 E. 40th St.. New York, N. Y 
In Canada: A-P Controls Corporation, Led., € 


ookeville, Ontario 


ded ond | led by Leading Refrigeration Service Engineers 
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AIR CONDITIONING & REFRIGERATION NEWS 


DECEMBER 29, 1952 


Bureau of Internal Revenue Presents Proposed Amendments, Airtemp Water-Cooling, Recirculating 


Regulations on Sales of Electric Refrigerators, Components Unit Designed for Use with Small Systems 
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e Melt Packuged Systems 
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© Packaged Water Chillers 
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NOW MORE THAN EVER ANSUL is 
the FINEST REERIGERATION OL af any 
pree’ to addition to the features which have 
oracle “a outstanding mm the past High lau- 
rudy, High Stabidty, Low Mowture and lou 
Wea «a weuw and vital uomprovement has 
com mad « ANSUL OLL TS NOW PRO 
PSSED TO) PROVIDE NON FOAMING 
CHARACTERISTICS a diwtnct advance 


ment on the scrence of retrigeration lubrication 


Here are some of the advantages provided 
by the NON-FOAMING characterwtic of AN- 
SEL On 


INSURES MAXIMUM LUBRICATION, 
IMPROVES EVAPORATOR 
PEELCITENCGY 
PREVENTES DAMAGE 
COMPRESSOR VALVES 


m 


@ REDUCES DANGER OF PLUGGED 
CAPILLARIES 
@ KEDLE CES DEPENDENCY ON OIL 
SEPARATORS 
Ansul Retrameration Oils have been machine 
tested for over 4500 consecutive hours 
ANSEL ow che LARGEST SELLING REERIG 
TRATION OL sold through Retrigerat.on 
Wholesalers . EXCLUSIVELY 
qyet t omplere story on An 
. Non Foaming Onl Write tor 


eere 
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Bartlett Chief Engineer 
For Ace Cabinet Corp. 


NEW 
Bartlett 


BEDFORD, Mass R. Db 
recently chief engineer of 

the refrigerated 
= cabinet division of 
Anheuser Busch, 
Inc., has been ap- 
pointed to @ simi- 
lar with 
Ace Corp 
here latter 
announc- 


position 
Cabinet 
the 
company 
ed 
Bartlett is “a 
graduate mechani- 


eal engineer of 
R. D. Bartlett Worcester Poly- 
technic Institute and member of the 
American Society of tefrigerating 
Engineers. He served in the United 
States Naval Reserve during World 
War I 


Harry Ryan Appointed 
Vice Pres. of Quicfrez 


FOND DU LAC, Wis Harry 
Ryan of Quicfrez, Inc. (formerly 
Sanitary Refrigerator Co.) was 
named vice president of the com- 
pany at a recent meeting of the 


board of 
Ryan 


ence 


directors 
who had 24 years of experi- 
in the radio and appliance field 
joining the Wisconsin firm, 
went to the company as sales man- 
ager of the Domestic Div. In 1950 he 
became general sales manager, which 
he held until his recent ad- 
vancement 

As 
tinue 


before 


position 
vice president, Ryan will con- 
to head the company’s sales in 
addition to assuming 
trative responsibilities 


new adminis- 


Deepfreeze To Sponsor 
Garry Moore TV Show 


NORTH 
freeze 


CHICAGO 
Appliance Div. of 
ucts Corp., will sponsor 
Moore Show on the full, 
network of Columbia 
System, it has 
Robert A. Gilruth 
age 

The Garry 
half-hour 


I Deep- 
Motor Prod- 
the Garry 
58-channel 
Broadcasting 
announced by 
advertising man- 


been 


Moore 
telecast 


the 


Show is a 
and Deepfreeze is 
first 15-minute 
Thursday's show 
ning Thursday 


pr eastern 


daily 


sponsoring 
ment of each 


ser - 
, begin 
Jan. 8, at 1:30 
standard time, Gilruth 


A daytime 
ove 


TV program that en- 
popularity among an 


posed 


such wide 
sudience 


ly f homen 


almost exclusive 
deal mer 


for 


akers is ar 
and 


Deepfreeze home 


chandising selling medium 


treezers, refrigera- 
tors and electric ranges Gilruth 


wmented 


THE 


CHRYSLER AIRTEMP Woter 
designed for use with Chrysler Airtemp 3-ton 


Sover is 
capacity pockoged 
350 ibs, the unit 83 sq. ff. of 
floor space The finished in 
hommertone gray boked enamel 


equipment Weighing 
occupies 


cabinet is 


DAYTON. Chrysler Airtemp has 
introduced a new water-cooling and 
recirculating unit said to be one of 
the first of its type made available 
to owners of comparatively small air 
conditioning installations 


Named the “Water Saver,” the unit 
has been developed for use with 
Chrysler Airtemp 3-hp. packaged 


residential and small-store condition- 
ers 

The Water Saver takes the place 
of the outside water supply in the air 
conditioner. It provides a steady flow 
of cooled water to the air condition- 
ing equipment at proper operating 
pressure. The sealed-in water cool- 
ant prevents scaling and corrosion 
caused by mineral elements in many 
water likely to clog pipes 
and reduce air conditioning efficiency, 
it was pointed out 

J. F. Knoff, Chrysler Airtemp gen- 
eral sales manager, explained that in 
normal operation the air conditioner 
simply removes the heat from the air 
and transfers it to water which is 
normally run to a drain 

“Then,” Knoff stated, “the Water 
Saver receives this heated water and 


sources 


“STARTERS 


ah St hid 


ea Squirrel-Cage Motors 


Reduce starting current on your compressor cir- 
cuits and prevent lamp flicker with Bulletin 640 or 
Bulletin 740 compression resistance starters. Ideal for 
network systems or where the power company im- 
poses current limitations in starting large a-¢ motors. 
Write for bulletin, “Automatic Reduced Voltage 
Starters” containing complete information. Allen- 
Brodiey Co., 1313 S. First Street, Milwaukee 4, Wis. 


ALLEN- 


—_ auauity 


retransfers the heat from the water 


to outside air. By forcing the warm 
water through two automobile-type 
radiators while a high-capacity 


blower draws outside air through the 
radiators, the water is quickly cooled, 
then returned to the air conditioner 
in a continuous cycle 

We forecast a longer equipment 
life at top air conditioning efficiency 
Over-all operating costs will be lower 
for air conditioners equipped with 
water recirculators,” Knoff also pre- 
dicted 

Because the Water Saver is de- 
signed for installation with relatively 
small packaged equipment, provisions 
have been made for either interior 
or exterior mounting on a store roof 
or hidden away in a home garden, 
when the use of indoor space is not 
practical 

“Elimination of water usage and a 
corresponding reduction in operating 
costs make the Water Saver an at- 
tractive investment to air condition- 
ing owners living in regions of scarce 
water supplies and high water prices 
or where the water is corrosive.” 

“Owners living in other densely 
populated areas—Detroit, for ex- 
ample--enjoy plenty of low-cost 
water. But experience has shown that 
with extremely hot weather, usage 
increases and pressure drops, often 
to alarming lows 

“In many communities these exist- 


ing conditions have brought about 
strict curtailments of the use of 
water for car-washing, lawn-sprin- 


kling, and air conditioning. Exempt 
from such restrictions are air condi- 
tioners equipped with water recir- 
culators, such as the Chrysler Air- 
temp Water Saver. 

“By providing a high-pressure flow 
of cooled water to the air conditioner, 
the recirculating Water Saver as- 
sures accurate temperature-humidity 
control at lower operating costs. Also, 
the use of water is avoided when 
pressures are dangerously and 
supplies are limited.” 


low 


may 


BRADLE 


MOTOR CONTROL 


DIRECT 


DRIVE 


The industry's smallest, most compact 
compressor—yet the most rugged. 


economy Schnacke production 
monvutacturing methods mote pos 
sibie the hrghest quality nclva 
ing bronze steel back bearings 
Direct Drive Compressors are available eed fut tion, and rugged 
in 15 H.P., 30 H.P. and 60 H.P desian ond truction, et lowe 
Compoctness, efficcency, and low price ore o — 
vantages in ol! Schnacke wressors Write for complete, 
je ° 1° 


ideal for multiple 
installation in close 
space requirements 


Two Schnocke 50 of 60 HP 


com 
Pressors require no more space 
than ordinary 100 to 125 HP 
compressors. They ore ideal for 
multiple installations up to 350 
fons. and provide mony odvwiin 
tages of avtomat ontro a 
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+ N em noo after leaving the ‘Kitchenette’ Contains Range, Refrigerator, Sink 


Supply of make-up water is con- 
trolled by a float and valve, the latter 
having @ stainless steel seat. A com 

When requesting further information on new bination overflow, clean-out connec- 
products, please use “Information Center” form. tion, and water-bleed funnel in the 
7 pan removes buoyant debris and pre- 

vents excessive mineral concentra- 


. tions 
Condenser Eliminates Spray Nozzles, Pumps, Belts Housing and pan are constructes 


of heavy gauge sheet metal. Inside 
designed impeller mounted on each of housing is treated by a special cor 
end of the shaft. Bottom portion is rosion resistant process while the 
below water level. Rapid rotation of exterior is finished with a= zinc 


the impellers in their specially de- chromate primer and four coats of 
signed volutes forces water picked Water-resistant baked-on = lacquer 
up in the center of the impellers Over-all dimensions of standard 
through holes in the outer grooves, models designed for “Freon” systems 


producing mist or fog which is range from 29 in. by 184 in. by 264 

sprayed over the refrigerant coils, in. high for the smallest to 46', in 

the company explains. by 284 in. by 32 in. high for the 
“The turbulator serves the impor- largest. Height can be reduced by 

tant and dual purpose of (1) keeping eliminating the 3-in. base supports 

the coils thoroughly wetted at all 

times. This prevents scale or accumu- 


lation of debris, and (2) further Sectional Dry Produce 


KEY NO. B-1250 lowers the temperature by adiabatic 


; saturation. The small globules are ab- Length 
FORT WORTH, Texas--Spray noz- sorbed by intake air which passes Stand Can Vary In 


zles, pumps, and belts are eliminated over condensing coils and effects a 


in the “Aqua-Fog” evaporative con- very high degree of heat transfer oe ‘Y ee ee gy nebo san aa he cla 
denser with a consequent reduction in Fan is a four-blade pressure type i LONG ISLAND CITY, N. Y : a4 aa rs , ~- bees. ra 
maintenance cost, claims Cobell Sup- delivering approximately 350 ¢.f.m : Acme - National Refrigeration Co eg eee ee ee SeneeT 
ply Corp. here, which is now releas- per ton capacity at .2 in. static pres- : cost 


ing the product to the trade sure 

Designed by Thomas W. Carraway, Coil assembly is prime surface 
veteran consulting engineer the continuously bent % in. o.d. copper 
Aqua-Fog is available in standard tubing with copper tube headers. Be- 
models ranging from 1 to 5 tons in low the coil assembly and above the 
capacity pan liquid level is a liquid cooler 

Heart of the unit is the turbulator coil which, the company claims, 
This is a motor with a specially lowers the temperature of the liquid 


here has introduced a unit called the The Kitchenette is available for use 
“Acme Spacemaster Kitchenette with natural. manufactured. or bot- 


which combines a 4-cu. ft. refrigera- tled (LP) gases, or with electric 
tor, a range, and a sink. “all in less burners for 220 or 110-volt operation 
than 30 in.” According to the company, the 
The entire mechanism of the unit unit offers space-saving advantages 
which has a stainless steel top, is in to motels, hotels, and institutions 


Kelvinator Announces Low-Cost Miniature ‘Bob-Ette’ 


miniature fountain for use with Kel- 
vinator double row ice cream cabi. 
nets 


| eee oe 
For Recognized Quality - Extra Gallons KEY NO. 8.1251 


LOS ANGELES A “Produ-Cen- 
ter” display stand that can be easily 
assembled into a streamlined dry- 
produce stand from 11 to 35 ft. in 
length has been announced by the 
Weber Showcase & Fixture Co., Inc 
here 

A hammer, wrench, and screw- 
driver are all that are needed to 


R. G. Alexander, assistant sales 
manager of Kelvinator's wholesale, 
commercial, and parts division, sid 
the Bob-ette is intended for restau 
rants, confectionery stores, delica- 
tessens, and similar establishments 
where space does not permit a full- 
size fountain 

Of compact design, the Bob-ette 
has two syrup dispensers, four 


Promote your own condensing unit sales with assemble and rearrange the units 
Filtrine’s 20-year-life construction . . . high Display racks are adjustable and sec- 
capacity Bae ae Super Storage . . . more than tion dividers are available which can 
40 years’ dependability. be inserted o- taken out to accommo- 


ee “wells” for crushed fruit, and a cold 
. i” date various kinds and quantities of P beverage compartment, each on a 
. COOLERS FOR MESS HALLS CAFETERIAS | produce and yet maintain that “full . see separate ‘step 
look X This new miniature fountain fits in 
. . -C- b 
Mess Hali—Cafeteria Cooter Conform with Fed. Spec. 00-C-566 Other optional accessories include either the single or double width 
COOLERS FOR X-RAY & PHOTOGRAPHY 


scale hangers and multiple-tag mold- sleeves of Kelvinator ice cream cabi- 


ing. From one to five built-in back KEY NO. B-1254———— nets. When used in a double width 
PACKAGED CIRCULATING CHILLED WATER SYSTEMS racks come in each unit, depending DETROIT Kelvinator has an-_ sleeve, a single width lid fits next to 
on the total length nounced the “Bob-ette,” a “low-cost” it to fill up the opening 


| 

REMOTE COOLERS FOR ALL USES ’ 
| 

Sell your condensing vnif with  Filtrine 


Stainless Steel or Duco finished cabinets, 
equipped to suit with top/side shelves. 
bubblers.  glas=-fillers. Can be Taste- 
Master equipped to remove chlorine. 
rust, sediment from water. Taste. Master 


Sell your condensing wait with Filtrine models re- 


peatedly named by V.A., Signal Corps. Air Force. ete 


Eniormation 


Photographic—X-Ray Cooter 


: For more information on What's New  preoduete. 
tor X-ray ond photo-labs Under counter design and current literature and catalogs available, equipment 
floor-mounted models with stainless steel work-table ° . . ' 

top. Filters (extra) to prevent seratched and pin-holed advertised in Aim Conpirriontnc & Rerriceratrion News 


negatives. use Key Numbers where designated or specify products 
Sell your condensing unit! Syetems for drinking or - ° advertised and we'll see that you receive this information 
processing water—completely packaged with pump. Pipe Reamer Uses Spiral 


controls, your condensing unit factory installed. prompt ly ° 
Typical “Packaged” Capacities 5-400 g.p.h.; storage 5-150 gals. Filters . | 
Cireutating Chitted Water System and Reetifier-Dechlorinators (extra) to insure taste- Action Cuts Sheet Metal H 
as Tata eee ’ What’s New or Current Literature Available 
KEY NO. B-1252 : 
Sell your condensing wait with ELYRIA, Ohio — A new spiral Key No. .. Key No. 
remote models for new and reamer that cuts inside burr from Key No. ta 
replacement jobs—all applica- | pipe and conduit cleanly and quickly : 
tions. Capacities 10-1000 ph: with minimam effort and pressure Key No. .. . Key No. 
storage 7-300 gals. Filters, has been announced by the Ridge : ; 
Rectifier-Dechlorinators — avail- Tool Co. here. hey No. SS re Saaarkceual Se MEO ai ai a bak aatthedicss 
able for all sizes. Called the “Ridgid’ spiral 2-S pipe . 
reamer, it also cuts holes in sheet Products Advertised 
Remote Model Cooters | ° . 
metal. Reamer capacity is from % to (list name, page, and issue date} 
Write for catalog and Specification Guide 2 in. 


The spiral reamer unit is furnished 
FILTRINE MANUFACTURING COMPANY - BROOKLYN 5 - N.Y with a ratchet handle or alone for 


use in the ratchet handle of the 
“Water Corlers and Filters for 40 Years” Ridgid No. 00R threader. , tees cee esos 


“A CASE OF COOL JUDGMENT” ei ied 


Stainless | (PLEASE PRINT PLAINLY) 
Blocold Steel 


Name us Title 
DRINKMASTER Company 
336 Cubes, 528 Cold 12 oz. Bottles. Street 
Is Sold Only to and by Dealers with ORY oe. e eee ereeeeess Zone State 
Service Depts. NOT Sold By Bottlers or ok 2 ee eee 
| sean nanae Siew ok aie MAIL THIS FORM TO 


Glossy Photos and Descriptive Literature. 


Aim Conprrioninc & Rerriceration News 


Mfd. by UNITED FRIGU ATOR | ENGRS, MENOMINEE. Reader Service Dept. 


MICH. 650 W. FORT ST DETROIT 26, MICHIGAN 
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AIR CONDITIONING & REFRIGERATION NEW 
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Air or Water-Cooled «: 


Units? ( 


an’ MOV gMENT 


. 5 ne noven 


oh go 


- “aby mvable the ar water-cooled unit 
' i 4 bk inte equivalent capacity although 
rHing a te ifs mim dle sided cost may be more than offset 
nif cases. ex by the better operating characteris 
ssive ait “ tics as well ae by a lower operating 
a to pro ~ yack stored in the rent 
imity f thee it Buel 
nsideratior eb the { SERVICER AND MAINTENANCE 
& water coole air woled COSTS 
t i This is where the air-cooled con 
Large aired nga nets va denser leads, usually by a large mar 
porative cor te meen ling towers au over either the water-cooled 
that are located (ne buildings, and condenser, with or without a cooling 
hict iraw af . pert f their iniet tower, or the evaporative condenser 
air from withts® Ghe get betie “m but dis In most locations, the air-cooled 
harge it outage ee & wh condenser requires little service 
Mit ration ‘ ty the PWN maintenance Although he does 


Soi 
>. Gane eee 
[A in OEE, ORB 2 


- 


_- 


cost opt 
Here the aidco 


<= 
ee ee ee 


t hae 


~in-¥ 
z 
a 


sitage over Be cager led if 

tller mizew (ffowa r draw 
aie required er tle ait cnled 
can be stale bat lowet 


kiatallation 


Hlowever 1 x f inetallation t great deal of solids, alkalies 
. frequently gaflocts b ther or nesiun iror silicates, and juat 
tition For damp f there i" dinary mud. These collect and harden 
iMevent apeke " able, the acd i the water passages There 
\ but at of Sidigee attr circulation restrict the flow f water thro 


may ime 


for the ai — ur 


pull-up ip 


LLATION 


original 
ater cooled lint 


than the 


REMCO: hess Eliminators 


' Kefrigeration Problems 
, ig 

‘et and their solution 

by Paul Reed 

Yor Service and Installation Engineers 


fleet the coat of running water 


lines for a water-cooled 


The cost of installing the 


air-cooled condensers on the roof 


aome other remote location, could 
probably wou 
stalling a water 
or themr the ompressor locatior 


Normally, the 


ent of installation cost 
may a ea#yeten using ar evaporative 
the denser, will be greater than for either 


nir.cooled of 


as a rule 


keep the air-cooled condenser 


hen if te il brush it off ” Use 
air vacuum cleaner m it oceasionally 
Cos Alan the fan blades should be kept 
ut 


clear a dirty, rough fan very 


Herne siderably cuts the amount of 
be through the condenser 
Where the cooling water is clean 
as from lakes, clean streams, or 


tration plants, the 


ad tenance for water-cooled condensers 
the ean be quite low lower than for 

lines cooled condensers in dirty locations 

unit where the narrow passages between 
fins quickly fill with dust, chaff 


In sothe areas, the 


feSSeceus' 


++ + + 


FROST-TITE: 


teost-celervga st lage Nuts, 
avaranteed nx g eceregy loosen 
or crack, A fun gt ke low side 
appli ations. | shypuls H be used 
everywhere wt the system 


E-2-SEE. 


11004 


foulprpt; Liddsidl Tad 
*cators Cuaragtegl tide liminate 
Slosses from lepak |) ‘ ith new 
PELO INDIGATOR? flap to 
Ltd ate all vp aap ie ot flow 


STANDARD-DIUTY GRYERS 


' The lowest-cdgt, imog efthciient 
tmolded driers of thy market 
‘ideal tor use hy corigipal equip 
ment mar wufartu; erstaod tor 
held snstallati{on dor rue re 
iplacement FA steal vle with 
verther Moleegt Rt CAL of 
Smramular Stlics Gel ap. ‘, to 
if HP 


| $8ND FOR wb — 


(REMEO 


reo 3 At tte 
Nor n3' Lvania 


—e 


der od 1» Stoct | segdoh Wholesalers 


® Cr013-Flo 


POSITIVELY THE MOST 
EPFICIENT DRIER-FILTER MADE! 


New Cross-Flo is now greatly im- 
proved with new REMCAL 
super-strength drying element, and 
new FIBERGLAS Depth Filter. 
New Cross-Flo guarantees in- 
creased flow area, increased mois- 
ture-absorbing capacity, increased 
filtering capacity, all-around im- 
proved efhciency that positively 
does away with pressure drop, 
premature clogging, and plugging. 
See it new at your wholesalers. 


X 


iar ge 


hk) be more than for 


cooled condenser 


do so, the user himeelf can 
clear 


service and main 


water contains 
mag 


idenser, and act as an insula 


tion between the water and the re- 
frigerant 

The scale and incrustations in the 
water often very difficult 
Some condensers, of the 
shell and tube type 
plates so that a wire 
reamer can be 
through the 


tubes are 
to remove 
have removable 
brush ofr 
periodically passed 
tubes 
There are alao solvents 
used to dissolve the de- 
posits, but the 
tion of the deposits vary, so that it 
is sometimes difficult to remove them 
except by manually cutting them out 

At best 
in areas afflicted with water contain- 
ing a high these 
solids present a bad maintenance 
problem. In a few places in the coun- 
try, the 
water 


chemical 
that can be 


nature and composi- 


water-cooled condensers 


concentration of 


condition is so severe that 
cooled condensers are avoided 
as much as possible, and used only 
in the full knowledge that frequent 
and extensive condenser maintenance 
inevitable 

In addition to the service and 
maintenance of the water-cooled con- 
denser itself, the water control valve 
should not be overlooked, especially 
f the quality of the water is not good, 


and replacement are 


and if there is a great deal of varia 
tion in water pressure 
periods of low 
Water regulator 
strainers, and even water 
may have to be 
pendable 


and prolonged 
water pressure 
pressure valves, 
softeners 
used to assure de- 
water 


valve 


performance of the 
cooled condenser and water 
Service and maintenance of eva- 
condensers and cooling 
towers is apt to be high. They, too, 
are affected by the quality of the 
water; that is, by the presence of 
solids in the water. Scale and in- 
crustations that form on the outside 
of the tubes are difficult 
and expensive to remove. This may 
be prevented or minimized by water 
treatment 


porative 


condenser 


however 


Pumps, fans, and motors of evapo 
should be given 
inspection and maintenance, 
ind a rather extensive going over at 
least once a year. Sheet metal hous- 
ngs and tanks corrode and must be 


scraped and repainted 


rative condensers 


frequer 


occasionally 
Evaporative condensers and cool 


ing towers are subject to algae, an 


organism that causes a slimy coat- 
transfer and 
passages. Algae can 
be prevented and controlled, but time 
and some expense is involved 


ing ind reduces heat 


ps up water 


In evaluating the maintenance and 
replace air-cooled 
evaporative con- 
experience in that par- 
ticular locality should be studied, as 
well as the 
that the user 
doing his own 


ment costs ot 
iter cooled and 
densers, the 


facilities and personnel 
himself may have for 
maintenance 
To Be Continued 


Henning Borgstedt Dies 


NEWPORT, R. I 


stedt 


Henning Borg- 
a life member of the American 
Society of Engineers 
who was associated for more than 40 
years with De La Vergne Machinery 
Co, New York, died recently at New- 
port hospital He 


Refrigerating 


was S82 


22—Gas Safety Pilots 
Available In 3 Types 


White-Rodgers gas safety pilots 
are produced in two types: (1) the 
differential expansion pilot and 
(2) the liquid-filled pilot. These are 
shown in Fig. 20 

Although the pilots differ greatly 
in design they have the following in 
common 

(1) Both are switch-type pilots 
The switches are actuated by the 
thermal! elements of the pilots 

The switches are in the control 
circuit which operates the main gas 
supply automatic valve 

The switches are closed when the 
pilot is lighted. The pilot flame on 
the thermal element causes the ele- 
ment to act and close the switch 

If the pilot flame is out, the ther- 
mal element cools and the switch 
causing the automatic gas 
supply valve to open 

(2) The pilot bodies are made of 
machined aluminum 

Assembled to the pilot bodies are 
the following parts: the thermal! ele- 
ment, orifice, and pilot burner 

3) The thermal elements and the 


opens 


Freez King Production 
Begins In Puerto Rico 


CHICAGO Puerto Rico's first fac- 
tory devoted to the manufacture of 


heavy machinery was opened re- 
cently, it was announced by Luis 
Benitez, midwest director, Economic 


Development Administration, Govern- 
ment of Puerto Rico, and Leo Mar- 
anz, president of the Freez King 
Corp. here 

According to Maranz, Freez King 
has negotiated a long term lease for 
factory space consisting of 15,500 
sq. ft. in Hato Rey, near San Juan, 
Puerto Rico 

The space will be used for the 
manufacture of Freez King machines, 
commercial freezers used in the pro- 
duction of ice cream, frozen custard, 
ind similar dairy products 

Freez King is said to be the first 
factory of its type to locate a plant 
in Puerto Rico. Puerto Rican labor 
will be used exclusively 

Puerto Ricans will be trained in 
Chicago through the cooperation of 
Freez King and the Puerto Rican 
government, to take over the execu- 
tive duties of running the plant. The 
Puerto Rican government is paying 
all expenses for a 10-week training 
course at Freez King’s plant 

The factory was to employ ap- 
proximately 15 men within one month 
of opening day, with this number to 
be increased to an estimated 100 em- 
ployes within one year. 

Maranz said the Hato Rey plant, 
which will manufacture freezers for 
shipment to Venezuela, Japan, and 
South Africa, in addition to Puerto 
Rican and American markets, should 
reach a first year volume of $200,000 
In two years, the volume is expected 
to reach $500,000 

Maranz is head of a chain of more 
than 500 “Tastee Freez soft ice 
cream stores located throughout the 
United States, and in Puerto Rico, 
Canada, and Hawaii 


Gas Heating Controls 


By Service Information Division, 
W hite-Rodgers Electric Co. 


mean greater customer satisfaction ee 
servicemen can depend on them to deliver 
accurate, trouble-free service year after year. 


in 


Fig. 20-—White- Rodgers differential expan- 
sion safety pilot is shown of left, the 
liquid-filled pilot ot right 


pilot burner are 
steel 

The thermal element of the differ- 
ential expansion pilot is made of 
stainless sheet steel. The element of 
the liquid filled pilot is made of 
stainless steel tubing 

(4) The orifices are of the flat 
dise type. The orifice fitting is 
screwed into the pilot body 

The advantage of the flat disc over 
the conventional thick side wall ori- 
fice is that there is less surface for 
gum or dirt to adhere to as the gas 
passes through the orifice. 


Paul B. Wishart Becomes 
M-H General Manager 


MINNEAPOLIS — Appointment of 
Pau! B. Wishart to the newly created 
position of general manager of Minn- 
eapolis - Honeywell 
Regulator Co., and 
his election to the 
board of directors, 
was announced re- 
cently by Harold 
W. Sweatt, presi- 
dent. He continues 
as vice president 

Wishart has 
been with Honey- 
well for 11 years, 
and since 1945 has 
been vice  presi- 
dent in charge of 
manufacturing in the company’s Min- 
neapolis plants 

All divisions of the company which 
previously have reported directly to 
President Sweatt or to C. B. Sweatt 
and W. L. Huff, executive vice presi- 
dents, will in the future report to 
Wishart 

The announcement said this move 
will free these three top officials “to 
devote more time to policy matters” 
and will expedite decisions on oper- 
ating problems for the company’s 
varied divisions 

The new general manager was 
graduated from the U. 8S. Naval 
Academy in 1920 and spent three 
years in naval service before start- 
ing his business career. 

Before joining Honeywell in 1942, 
he spent 19 years in various phases 
of the automobile business and has 
had wide experience in both the man- 


made of stainless 


P. B. Wishart 


ufacturing and sales fields. He was 
with Packard Motor Car Co. in 
Detroit for nine years, first on 


numerous assignments in the factory 
and later as head of the field sales 
organization 

He came to Minneapolis in 1932 as 
branch _ manager for Packard. 


Theres always one thats betler.. and in cates iene! 


Ranco controls cut a fancy sales figure in the 
refrigeration industry — more Ranco controls are 
in use than any other kind! Why? Because 
Ranco controls are available for more than 4,000 
replacement installations . . . because they 


. because 
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Servel Appointments - - 


(Concluded from Page 1, Column 4) 
service with Servel, had been assist- 
ant general sales manager since 
January, 1951. His other service with 
the company was as service repre- 
sentative, sales promotion represen- 
tative, district manager, and regional 
manager 

Malone has been with Servel since 
1936 and served successfully as ad- 
vertising and sales promotion repre- 
sentative, district manager of the 
Philadelphia area, and since October 
1951 eastern regional manager. He 
came to Servel from Kelvinator 
where he was a regional manager 


Dealer Named to Ad Board 


SCRANTON, Pa.--W. C. Carter, 
appliance dealer, has been appointed 
to the newly organized Scranton Ad- 
vertising Board of Review to repre- 
sent the Lackawanna County Asso- 
Radio & Tele- 


ciation of Appliance, 
vision Dealers 


LARKIN CEILING HUMI-TEMP 


Price is only one factor in the se- 
lection of any product—especially 
one that has so important a task as 

otecting valuable perishables. 

formance must come first. Qual- 
ity cannot be overlooked. Dura- 
bility is highly important. Larkin 
has all of these. And Larkin has 
low prices, too. Compare them and 
see for yourself how low they 
really are. 

For the latest Larkin price list, 
see your wholesaler. If you wish, 
write direct to us and we shall be 
glad to send you one. 


Coil — Humi-Temp 
and Air Cooled Condensers — Air 
c and Coils — Direct Ex- 
pansion Water Coolers — Steel Vacuum 
Plate Coils — Heat Exchangers. - 


WATCHDOG OF THE NATION'S FOOD SUPPLY 


Buy Peerless 


FOR PERFORMANCE 


Faster- 
Freeze 
Finned 


Cube Makers 
The PEERLESS Finned Faster-Freeze 


Cube Maker provides both refriger- 
ation and rapid ice-cube manufacture 
from a single, balance, compact unit 
Its fin coils are standard PEERLESS 
coils with nonsoldered return bends 

the ice-cube maker is standard 
PEERLESS all-aluminum construe- 
tion. Easy installation and trouble- 
free operation are outstanding fea- 
tures; these Finned Cube Makers are 
available with either copper or alumi- 
num tubing, permitting choice of re- 
frigerants. Plain type cube makers also 
available. Sizes, capacities for all re- 
quirements. Designed to meet govern 


ment specifications. Write for details 


Peerless of America, inc. 


1501 No. Magnolio Avenve | 
Chicago 22, Minois, US.A 


L. D. Eastmead 


'52 One of Frigidaire’s 
Biggest Years; '53 
To Be Even Better 


DAYTON.- Frigidaire has had one 
of its biggest years and expects 
business to increase in 1953, accord- 
ing to a year-end report by Mason 
toberts, vice president of General 
Motors Corp. and general manager of 
the Frigidaire Div. Mason stated 

1. 1952 ranked high both in terms 
of unit sales and dollar volume 

2. During the year Frigidaire com- 
pleted an expansion program increas- 
ing its floor space by 40% 

3. Total employment, 
been climbing 
months, 


which has 
steadily for four 
passed the 20,000 mark in 
December and will continue to grow 
for several more months 

Roberts reported that 
recently began 
conditioning units for GM automo- 
biles and that soon after the first of 
the year the division will swing into 
production of 75 mm. shells for the 
Army 

Frigidaire’s new line of electric 
ranges and refrigerators will be in- 
troduced in January 

Later in the year the division will 
come on the market with a specially 
designed residential air conditioning 
unit for heating and cooling entire 
homes 

“The next 10 years will go on the 
records as the period in which Ameri- 
cans fully grasped the meaning of an 
electrical way of life through major 
household appliances,” Roberts de- 
clared 

He said he expected the in- 
dustry to make and sell more than 
130,000,000 major appliances during 
the decade, exclusive of radio and 
television sets. 


Sturtevant Div.- - 


(Concluded from Page 1, Column 3) 
Doerman Rocher Co., 
air conditioning 
sales 

During World War II, he served 
in the U. S. Navy Amphibious Force 
as a lieutenant commander. In 1946, 
he rejoined the Westinghouse Sturte- 
vant Div. as manager of syndicate 
sales, a position he held until March, 
1950, when he was appointed north- 
eastern district manager of the air 
conditioning division 


Cincinnati, on 
engineering and 


2 Amana Freezers To Go 


In New York Bone Banks 


LONG ISLAND CITY, N. Y... Two 
standard Amana food freezers have 
been ordered by the New York City 
Department of Hospitals for use in 
its bone bank and tissue surgery 
program 

The two upright 12-cu. ft. freezers 
will be used to sharp freeze and pro- 
tect the human bone and tissue used 
in advance surgery in all New York 
City hospitals, it was explained by 
Harvey Farber, president of Amana 
Products Corp., New York area dis- 
tributor for Amana freezers. 

The two standard production freez- 
ers, equipped with certain adjust- 
ments to permit use of recording in- 
struments, are guaranteed “to main- 
tain a temperature of 15 below zero.” 
The two units are being delivered to 
Goldwater Hospital Bone Bank and 
to Bellevue Hospital Bone Bank 


Miller Equipment Succeeds 
Alex Miller, Inc. In Buffalo 


BUFFALO The Miller Equip- 
ment Co., Inc. at 562 Broadway has 
been announced as successor to Alex 
J. Miller, Inc., refrigeration equip- 
ment dealer. The same personne! will 
be retained by the firm which sup- 
plies food markets, restaurants, bars, 
and other outlets with a wide variety 
of refrigeration equipment. 


AIR CONDITIONING & 


Frigidaire 
manufacturing air 
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Where Appliances Will Be at Chicago Marts 


FURNITURE MART 


Boorh 
A & i Mig. Co $478 
Acme Notional Retrigerction inc 17 9 
Admiral Corp $26.28 
Altorter Bros. Co $41.42 
Applience Mig. Co SIO-A 
Armstrong Products Corp 17 63 
Arvin industries, inc 44).42 
Avtomotic Washer Co S03 
Auto Stove Works S464 
Atlanta Stove Co 17 100.1 
Barton Corp S49-A 
Bendix Home Appliances, inc 535-S39A 


Bendix Radio Div. Bendix Aviction 
Corp. $45.0 


Ben Hur Mig. Co 540-8 
Birmingham Stove & Ronge 7 9) 
Birtman Electric Co 17 35-3%6 
Blackstone Corp 5444 
Boston Stove Foundry Co 17 64 


Caloric Stove Corp 519 


Clemerts Mig. Co 17 68 
Cole Hot Blast Mtg. Co 17 73-74 
Conton. Moore Corp 504 
Cribben & Sexton Co 538A 
Crown Stove Works $3) 
Comstock-Caostie Stove Co 546.8 
Conion Bros 17 105 
Deepfreeze Applionce Div., 

Motor Products Corp 5108 
Dixie Foundry Co 524 
DuMont Laboratories, Inc., Allien B 217.18 
Duo-Therm Div., Motor Wheel Corp 517 
Eagle Range & Mig. Co S47A 
Empire Appliance Co 17/32 
Estote Stove Co $23 
Eureka Williams Corp 17 86.87 
Evans Products Co 5418 
Fedders Quigon Corp 17 92.93 
Fresh nd-Aire Div., Cory Corp 17 106A 
Frigidaire Div 

General Motors Corp 508.09A 
Forgee Metol Products Co 17, 108.09 
General Air Conditioring Corp 17 37-38 


Gibson Refrigerator Co 525 


Grand Industries, Inc 7531 
Groy & Dudley Co 515-8 
Hollicrofters Co. 5448 
Hamilton Mfg. Co 513.8 
Hardwick Stove Co 1430.31 
Holland Rieger Div., 

Apex Rotarex Corp 17 98.99 
Hotpoint Co 533.35A 
Ince Metal Products Corp 17 124.25 
Ideal Stee! Products Co 17° Q-116-7 
Inland Steel Container Co 17/52 
international Oj! Burver Co SI2A 
lronrite, inc 5118 
lee Cooling Appliance Co 810 
Jackson Industries 17°198.19 


Kelvinator Div., Nosh Kelvinator 
Corp. 513.15A 


King Refrigerator Corp 17-33-34 
Leonerd Div., Nash-Kelvinator Corp. 513-15A 
lewyt Corp 7K 
Lindemann & Hoverson Co., A. J..17 P.42-43 
Lonergon Mfg. Co 5148 
Martin Stamping & Stove Co 5468 
Marvel Metal Products 17/89 
Motorola, Inc 505-07 
Norge Div., Borg-Warner Corp 521.22 
Oakland Foundry Co 546-C 
Odin Stove Mfg. Co SILA 
Olympic Radio & Television Co Ww 
One Minute Washer Co 5I2-A 
Palley Mig. Co 17 84.85 


Philco Corp 128 


Phillips & Buttorf? Mig. Co 630.3) 
Phoenix Sewing Machine 

Sales of America 17/65 
Premier Stove Co 513-8 
Prentiss-Wabers Products Co 549-4 
Queen Stove Works, Inc 17/75-77 
Quincy Stove Co 1794-95 
Quictrez, Inc. 539-8 
Roytheon Television & Radio Corp 7/0 
R. C. A. Victor Div., 

Radio Corp. of America 232-36 
Roper Corp., George D 529 
Revco, Inc. . 17/R 
Royo! Vocuum Cleoner Co 17/102-03 
Ryan Industries 17/110-111 


Servel, inc 548 


Siegler Enamel Range Co. 17/44 
Smith Corp., O. A 536-8 
Sparton Radio-Television Div., 

Sporks- Withington Co 509-8 


Speed Queen Corp 530 


Starbrond Corp 17/128 
Stewart Warner Corp. 17/55-56 
Stiglitz Furnace & Foundry Co. 17/61-62 
Sunray Stove Co. 17/5.31-54-54A 
Sutton Corp., O. A., 

The Vornadofan Div 17/™ 
Schoefer Mig. Co 17N 
Tappon Stove Co 518 
Thor Corp 508.8 
Tennessee Stove Works 516-8 
United States Stove Co 17/57 


Universol Mojor Applionce Co 5128 


Victor Products Corp. 17/69-70 
Voss Bros. Mfg. Co. 17/78 
Warmock Stove Co. 17/40 
Welbilt Stove Co. . 520 
Westinghouse Electric Corp. 501-03 & 543-8 
Whirlpool! Corp 546D 


Womon's Friend Washer Div., Centro! 

Rubber & Stee! Corp . 17/83 
Zenith Machine Co. : 5460 
Zenith Radio Corp. 537-388 


MERCHANDISE MART 


A 8 Stowes Div. Detroiw 

Michigan Stove Co 1128 
Alprodco, inc 14.107 
Amono Refrigeration, inc 1127 
American Kitchens Div 

Aveo Mig. Corp 1476 
Apex Rotores Corp 1472 
Avco Mig. Corp.. American Central Div. 1476 
Avco Mig. Corp, Crosley Div 1132 
Belivue Stratford Television 1135 
Bersted Mig. Co. Div. of 

McGrow Electric Co 1467 
Birminghom Stove & Range Co 01s 
Block & Co, Inc, Alex W 148) 
Brodiord & Assoc. Inc, C. bt 1486 
Brommer Mig. Co 10.192 
Camfield Mig. Co 1102 
Capehort.farnsworth Corp thie 
Corrier Corp. 1186 
Cashmon & Assoc., E. J 1493 
Ch go Impl 1 & Mig. Co. 1NIOA 
Coolerator Co., The 11.107 
Crosley Div, Avco Mig. Corp 1132 
Dazey Corp 14.104 
Deepfreeze Appliance Div., 

Motor Products Corp 1469 
Detroit.Michigan Stove Co 1128 
Dexter Co. The 1155 
Dominion Electric Mig. Corp 1422 
Dorby Co 1106-A 
Dormeyer Corp 1487 
Dortch Stove Works, Inc Leal 
Easy Washing Machine Corp 1464 
Edelston & Harmon 14.119 
Edgewater Steel Co 1142 
Eldredge Sewing Machine Co 1468 
Erskine Glass & Mfg. Co., The 1235 
Everedy Co., The 1149 
Everhot Products Div., Tropic-Aire, Inc. .1455 
Florence Stove Co 1459 
Free Sewing Machine Co 1460 


Free Westinghouse Sewing Machine Co.. 1460 
General Electric Co., 


Air Conditioning Div l44 

Electronics & Tube Div 1123 

Major Appliance Div 117 

Smoll Appliance Div 11.102 
Genero! Mills, Inc., Home Appi. Dept.. 1453-A 
General Slicing Machine Co., Inc 1492 
Given Mfg. Co 1197 
Grond Sheet Metal Products Co 1106-4 
Hoover Co., The 1417 
Hotpoint Co 1456.57 
Hunt Heoter Corp . 1136 
Jenwood Products 11.109 
Jery! Lighting Products Co. 1235 
Kitchen Maid Corp 1188 


Converted Liner Becomes 
Air Conditioned Transport 


ST. LOUIS Members of the 
Armed Forces and their families 
aboard the new U.S.N.S. Barrett will 
enjoy unprecedented accommodations, 
including air conditioning 

The ship, the first air conditioned 
transport, was built for the U. 8 
Maritime Administration and turned 
over to the Navy this year for op- 


eration in the Atlantic fleet of the * 


Military Sea Transport Service 

Marlo heating and cooling coils are 
used extensively in the air condition- 
ing system. 

The Barrett was originally de- 
signed as a civilian luxury liner. Fol- 
lowing the outbreak of hostilities in 
Korea, and upon recommendation of 
the Joint Chiefs of Staff, the ship 
was converted to a troopship to be 
used for transporting troops and 
military dependents to and from our 
overseas bases. Many of the original 
features were retained during con- 
version 


- 
JORDO 


13 
Knapp Monarch Co 48) 
Knox Stowe Works. inc 1th 
Landers, Frary & Clark are 
LoSolle Lighting Prod.. inc 1492 
Magic Chef, inc 1166 
Mogrevor Co 1126 
Manitowoc Equipment Works 1422 
Marine Electrolysis Eliminater Co 1137 
Martin Co. The 14.104 
Master Applionce Mig. Co 1h.3l4 
McBride Soles. i. } 14.107 


McGrow Electric Co 1455 
Everhot Products 
Manning Bowmon Div 
Toastmaster Products Div 


mMeMahon Co. & § 1155 
Meyer & Sons, inc, W F 1404 
Monitor Equip. Corp 1135 
Motor Products Corp. Deeptreeze 

Applionce Div 1469 
Mullins Mig. Corp mi 
Murray Corp. of America, The 1124 
Mutschier Brothers Co 1125 
National Sewing Machine Co 1468 
Necchi Dist. of Hlinois, Inc 1195 
Nelson Machine & Mig. Co 1493 
New Home Sewing Machine Co 1460 
Norge Div Borg -Worner Corp 234 


Norris-Thermedor Corp 
Northern Electric Co 


Nye & Co., The Walter 1492 
Orley Bros. Co., tnx 13.108 
Perfection Stove Co 1475 
Pollard Co., Frank t 1498 
Porter Co, }. EB. 1498 
Postley, Inc John € 1473 
Quoker industries, tnc 11.017 
Radaire Gas Heoting Appliances 1136 
Radio Merchandise Soles 14.107 
Ram Electronics Soles Co 14.107 
Raviand-Borg Corp 14.107 
Raviaad Corp., The 14.107 
Robinson Heoters. Inc 1136 
Rutenber Electric Co 14.107 


SK. Co 1422 


Satgord Div. Grond Sheet 

Metal Products Co 1I06.A 
Sessions Clock Co., The 1409 
Silex Co, The 14.109 
Somers & Assoc. HA 1108 
Son Chief Electrics, Inc 1466 
Sparks Withington Co 1175 
Sporton Co. of Chicago 1452 
Sperti.Faraday, inc 1452 
Steinmetz & Kelly 1422 
Sunlite Mig. Co 1422 
Superior Electric Products Corp 11.916 
Swartzhaugh Mig. Co 1498 
Swortzbaugh & Assoc, Ted 1498 
Telechron Dept.. General Electric Co. 14-101 
Telequip Radio Co 1135 
Temco, Inc 1110 
Thermador Electrical Mig. Co., Inc 11.110 
Tracy Mfg. Co., Div. of 

Edgewater Stee! Co 1142.3 
Tricolotor Co., Ine 1498 
Tuttle & Kift 1157 
United States Stamping Co 1408 
Vulcan-Hart Mig. Co. Inc 1489 
Welko, Inc 1433A 
Westinghouse Electric Corp 262 
White, Lovell 1495 
Youngstown Kitchens by Mullins nw? 


Know About 


ROOF COOLING 


by evaporation of water 


(latest development in 
refrigeration) 


for free information send your address to 


RUPPRIGHT'S ROTARY 
ROOF COOLER 


Box 6795 n 
Los Angeles 22, Calif. 


You'll go places \ 
JORDON Line 


JORDON 


Company 


58th and Grays Ave., Phila. 43, Pa. 


Refrigerator 


If it's JORDON 
it’s Reliable 
Refrigeration! 


Write for Complete Catalogue and Price List 
A aS NET NEON GS 
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the 


AIR CONDITIONING & REFRIGERATION NEWS 


to Stories Which 
News In '52 


Following a 
1 appeared in t 
mplete summary 


fleant stories 


listing of some of the stories 
he News during 1952. This is 
of all articles, but rather some 


They are 


noted by 


the 
appeared and are classified by general subject 


headline 


Copies Bf ‘eodde of the insues are still available at 20 cents 
‘ for «a wing dop ten or more copies, 15 cents each: and SO or 
{ more eof ids 40 Renta each Please see the accompanying box 
i for a hawt iy vailable issues 
t Rul : 
} » gt! ‘ ean thn: De 
Air Cendifioning ay iy SE 8 
i ; Huliders Want a Unit ali Enougt 
and heap Enough T Include In Pri 
co ME IAL f ’ Heue Mires ay Edwweate 
1 ‘ ‘ In M T nN pt Air Conditioning 
7 ' ' i f ‘ ‘ “ Aus p 6 
je i ‘ Jas . ¢ ! “ ‘ nditioning Proeper On Present 
iyet no AE Co ning 1 os be ’ Year-Round Effort To Sell 
Pile 4? t ' Ww a” mfort te Vital for 
’ jin ; vi Tras \ Fa pe ' { Industry That « Just 
} tine M ; r ‘or khaged nit ‘ ne . aye nomiet 
: , pt yp 4 
4 1 ‘ if ‘ “ toe ! Ito ' ’ ‘ ere Might He Mold 
4 x ' Forty t How « Dream of © Miles 
2 we , ome 1 wtgine f . snd M f Lat Box In Window 
“4 wet f M Tre wit Iroag ination 
: i hog Mark \ Lhe Kinging i] slew tory 
re ' ‘ " “ ‘ q 1 
‘ i P : ba » FF ' It Cond her Salew 
$ and Mens E ithe lage ret ‘ Mot boevel Boos t Nortman Scores 
ok } ae " Ay wt Poor Con 
t \ r Engineer ! thet Stent Promotion 
i i7 “t j Ir it amet yp * 
1 arid t iM i A nd nin Was an Afterthought 
: » A i Hea ’ Att N Lhaetwork 
§ war “ » m ‘ ' y Een nt Bye 
; ‘ 4 to i ! ie Wa Inetal ! ‘ ‘ » 
5 ! i . ‘ j t ‘ i Educat 
a oe rT "i ' , mn i r Wiring for Room 
tf. ‘ Iv. . 6 
{ j ‘t i Mast ! ie ‘ Air Cond ning Simplified 
‘ het r K " 1 W De People Muy Air Condition 
; ! } : | « Virat I hniea Problem 
ie I 3 ' i it Hullder Contractor 
‘ j a i nie In I i ely New. I ming Buel 
r : In Hom sited In Mtudy 1 1 
° In # girne i i \ ' ' \ ‘ fit ine implified 
‘ 3 
ei a i] mir { ne , ' I tallations Move from 
H Varckaged Kau Hestaurant ' . Demand Will Be Great 
! iw ; t eT smut W Thom Builders, Contra 
‘ Mie Munim Can Meet Some Technical Prob 
aa . 6c i Ih S. 5 mM) 
brat In | i apeut alu { 
or 
: ‘Comber et TRANSPORTATION 
yee 
air rm Tuag ny bnmtallat A Conditioned Ambulance Kool Kar 
} ‘ or ond Refrigera yet Provides Traveling Patients 
Ps ' } with Draft-Free Temperature and Hu 
j 3 lity Contr Fet ip t ‘ 
Kool Kar ¢ Will Display Cooling nites 
Py RESIDE TIAL for High Medium and Low-Priced Care 
: Feb 11. p. 21 
;" and n 116K Rating Py sei od Wtecieaions Washent—dl 
e Toots n 7 , oS At New Ton Year-Round Syasterr Im reases 
7 " ’ Jur 1 | Crew Efficien nm S20)Mile Trip 
Slmewime ne if is uly mt Adapt whict May ‘Take hig Through Four 
5 ty t Varyir mperatur a Seasons 21 Cabins Mave Outlets. March 
Architectur Ny . a W . ” p 
ty 9. Senge i Safety March it Industry Has Met Problem of Pro 
~ . ‘ ling ling for Jet Pighters at High 
leering th ae ft ' Fur Cae ; fo. Maret ug 4 
: : nt Window Ma 5 , Aut bile Air Conditioning Symposium 
$ Mon Whe y | tt Lhealer Engineers Plat Special Syeternis 
i Met . Christmas Chul ed te Cas Re Put 
+ Phan ely , Meet Down Pay ng: eds he’ 
i ment by the fe Ready To Ma 
, Reus r Inet March 1 p WM 
j Masidential ain Binet GENERAL 
+ Teel “tt | Proper In 
4 at . ' atiol A Dreatritvation itor Control Activated Carbon Unite 
: Tadicat pe@ret ANKE Conferen Are Only Effective Means of Removing 
é July yp 6 ¢% iors In Enclosed Spaces Sleik Says 
Stoo Cooler ape ACKMA Eatimat Deseribes Unite Made By W) BR. Connor 
f oe gilowe aleeman T ‘iis jan 7 4 » 
‘ 7 fn Anenet T Question f How Balanced Air Lhiet Ry P Bernard Nort 
* tare s Un I i ‘ | Par nan Jan 2 p } 
; * Sudden Changes In Air Temperature: Hu 
} midity Not Harmful, Study Finds. Feb 
; - " 2 r ‘ 
‘ SA LES M ‘ AGER Package Unit Design Factors Affecting 
t National Gener and indus. Future Tre nds of Larger Pat kaxe Au 
Conditioners Enumerated by Gonzalez 
{ trial refrigerat upe He of Airtemp at ASRE Conference March 
t vale» Heaneh sp. 16 
i 1 pweition high poten Designing Room Unite—Numerous Factors 
; pen Cer qualiied men. Hoth that Must He Considered for Room 
; ale ancl. lewets m agement Unite Outlined at ASRE Conference by 
j experts nevewtey. | te Moore of York, March 10. p. 6 
i port te cérperatipa top manage Lewin Uae f Air Conditioning Controls 
ment Ke plee eGotidential, Mail Bett Operation More Satisfaction 
’ Found When Syster Enaineering Is 
resume @f persofiel and business Used: Rapid Advance of Control Design 
| history te Keeps Engineer on His Toes April 21 
‘ Hes t1 b Nur “a A yr 2 
} ReSrievre Handling Air In Aton Plants Ai 
i ; Lacke Between Hot and Cold 
: i Pressurized Zones Prevent Spread of 
: ‘ 
‘| Subscibe N 
Receive thih greatest trade paper in the Industry — Aim 
Conotrronck: & Rernicerarion News. Published every week. 
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Fill in coupon and mail today 


Fatest news and vital information on household 
refrigeratic 
*; manufacturing, distributing, retai 


ig. servic. 


Only $5 per year, 52 issues. 


ONDITIONING & REFRIGERATION NEWS 
West Fort Street, Detroit 26, Michigan 


end the NEWS for one year. 
[} Bill the company 


ed [) Bill me 
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State 
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all work for the installation of 
PROCUREMENT INFORMATION <= ar cemiiianen pete end 
a ventilating system in Bidg 
The following i« « list of proposed procurements issued by_the T-920 at Scott Air Force Base 
arious ine ted '' & Gevernment procurement offices. This Illinois in strict accordance 
list is compiled and made available daily on « free pick-up basis with applicable specifications 
*Trospect bidders may obtain complete bid seta by 4 request and drawings 


te the purchasing officer ender which the purchase is listed in 


DECEMBER 


y Offier, 100 Kebbins Avenuc, 


thia Synopsis He sure to identify completely the bid invitation Philadeiphia 11, sylvania 
you Wish by including in y request the item description, the Gasketing cold storage door Mow tr 1-1235B 
invitation aumber r reference number and the opening date synthetic rubber jacket sponge 
Thie will save time in Alling ur request For reasons of nonwater tight 
econ ¥. specifications are normally not included with the bid spec. M > 2393 
nvitations unless the specification ia a new one First time rehasing (Office, iit Fast 16th Street, 
bidders on « particular ttem should request a c« f applicable ’ a 
specifications and drawings the time the request for a bid Freon (trichloromone 292) Ibs 1249-R 9 Jan 53 
i= trade 

t i# not necessary to refer solely to the issuing office for Medical Procarement Agency, #4 Sands Street, 
additional data on a bid invitation issued by any of the follow . 
ing U 8 Army Ordnance Offices Ordnance Tank Automotive 97 ea a. $1 Dee 52 
Center. Detroit Arsenal, Frankford Arsenal. Picatinny Arsenal lade ta Corps of Eugincers, 1420 alnut Street, 
Restten Aseenel. © nome r Philadeiphia, Pen vania 

! ” rdnance Ammunition Center Jolie Til s ? rl i} NG-36 21 5 
Rock 1 Arsenal Springfield Armory, Watertown Areenal pare parts for sir-condition- je (ENG -36 29 Dee 52 
and viiet Arsenal Complete information on any purchase Chien unit — nm _—_— rt ——_ Di 
listed by any of those offices al can be obtained from the  Gpicete Barvormaster pot, Quartermaster Purchasing Wee 
Ordnance District Office nearest Its address is on file in ne as 
your nearest Department ommerce Field Office Do not 12 ea 53-4888 § Jan 53 

an Ordnance District Office for information on a purchase 


. 
" 


listed by one 


* of the 
Distriet Offices de net have information on any other purchases. 


thove-named offices. Or 


or 


CONTRACTS nae THROUGH DEC. 18 


DEPARTMENT OF DEFENSE ee of Engineers, s Aowy. North Atlantic Division, 
Pri deiph ictrise,, 121N read St., Philadelphia a. 
Deseription Quantity Invitation Opening Const ruc f Refrigeration Storage Building Line item 13 
Ne Date Job. $ 000.—Lieb Construction Co.. Inc.. 369 Lexington Ave 
Invitat for Bide numbers will be followed by the letter cael hg Panel 
i) ta ne “ tide atatr te i ” olloweer y ette » 2 
“ Requests for proposals or quotations will be indicated in Kansas City District, Corps of Engineers, 601 Davidson Bidg., 
this jon by the letter or if numbered. the number Kansas City, Missouri . 
= be followed by the letter “Q Construction of Cold Storage and Meat Cutting and Communic. 
sary Warehouse, Grandview AFB. Grandview. Mo.--2. $138,132 
Hereaa of Ships, Washington, ‘ Schneider & Son Construction Co.. 910 Dierks Bidg.. Kansas 
lee making #et, tank type w 49-575Q ) Jan 53 City. Missouri 


CAM 008 -. apec ty fi ' Corps of Engineers, U.S. Army, Office of the Bistries Engineer, 
an li Ahi SRIPS-1 oom Sa wr cm District, First and Douglas Sts., N.W., Washington 
Seott Air Foree Base and S51¢th Technical Training Wing, Const. Cold Storage & Meat Cutting Plant at Bolling Field. D. C 
seott Air Force Base, Illinois Job $135.249.—Merando, Inc 812 Fourth St. N.E. Wash- 
Invitation for Bid B and Requests for Proposal Q are dis ington 2, D.C 
tributed to fir listed in Bidders List maintained by the Navy Department, Officer in Charge of Construction,. Lith 
abs . ete “et is available for EXAMINA Naval Distrie:, P.O. Box , Navy Noe. (one two eight)”. 
TION ¢ bidders at the Air Regional Offices Fleet Post Office, San Francisco, Cali 
located of the above activity Low Temperature Mine Battery Storag acility, U. 8. Naval 
' “ Job 111-601-523 1) Dee 52 Ammunition Dep« est Loch Branch, Oahu I Job 
plant sbor materiale tools 228) $36 G49 United Construction Co Ltd 645 Ahua St Hono- 
und equipment and performing lulu, T. FE 
Dangerous Radio- Acti Materials April 1) Trocing the Operation of Diaphragm Frozen Food Handling—A Thermometer 
Lp Valves. Dec. 22, p. 12 Is a Retailer's Best Friend, But Few 
Air Conditioning Advertising It In a 22. Gas Safety Pilots Available In Three Use Them To Check Cabinet Conditions 
Kut Keep Cool” Angle Fine tut Types. Dec. 29. p. 12 Result—Products Suffer, Profits Lag 
How About Plugging Cleanliness De March 17, p 
humidifying Qualith Health Values Low Side Pil Fits »—8 . 

; e e e “ Side ays Vital Role—Suceess of 
and Eft tency April 21. p : Commercial Refrigeration System Measured by Evaporator Per 
Humidity Control Simplified a formance, So Its Sizing and Selection 
Method “Sub-Coola” Air Get Proper are Most Important. March 24, p. 12 
Dewpoint, Then Redu ~ ume De APPLICATIONS Water Saving Devices—Advantages, Dis- 

vered to Room , 2 y y 
we “s : 8 1 pg t? Lima, Ob Selling Ice Makers, April 14. p. 20 advantages of Various Types of Equip 
- . » aoe ~ y — aon uel es yo Specialization—Key To Sales Depart tee ae ~ To Show When To Use 
a . _ 1 To shoes” ‘ . wr . mentalized Setup of Philadelphia Firm mach of Them. May 5, p. 18 
peste :~ pe M Pr wo Ww oe 4 pom Makes Each Salesman an Expert In One Counter Freezer Dealer Finds Inexpen 
9 lar , a tilations ere Made pri Line of Equipment and Broadens Selling sive Demonstration Attracts Active 
= v . : : Opportunities for Ail. April 14. p. 10 Prospects. June 9, p. 9 
bat ey a re Are a Calculating Loads Simpler Than for Civil Foundation Sets Standards for Soda Foun- 
fcie t .~ Det —~ 2 St dar 4 “i ian Jobs. Air Force Told by One Manu tains. Joint Industry—Health Group 
re -~ ane ag meen —— Pare 4 7 facturer Who Gives His Views on Equip- Issues Text of Sanitary Requirements 
=. emeiaing De en wCe & ment Selection. May 19. p. 14. 15, 16 Oct. 6. p. 1 
: ~n . . Inatall 1 Poor Performance of Food Store Equip- Profit Sharing Plan—Dealer-Service Or- 
sy og —— ne ee - ment Often Results from Over-Sized ganization Needs System So All Em 
a — “4 t nit Inside Building Line Refrigeration Machines. Aug. 4, p. 14 ployes Feel They Are Part of Working 
A - val a eee Attacks Feeding the Armed Forces. QM Food & boy According to Frank D. Stella 
‘ aay kaw es En aoe Container Institute Depends Heavily on t. 27, p. 8. 
sne8 Ailments, and Increases Efficiency Refrigeration In Conducting Research Advertising Saves Selling Time—Huss- 
June 30, p. I : To Improve Lot of Fighting Men. Aug mann Ad Manager Tells Commercial 
Reheat Package Carriers Optional is, p, 12 Distributors How Consistent Campaign 
amg ee * A - 9 on eed fe ge Unsimplified Methods for Apple Storage a To Accompliat -~ er we 
ed i “a . e - wy Jobs or How a Country Dealer In - sham Prospect Into Customer 
re a woe » : Washington State Uses His Ingenuity et. 27. p. 9 
What Features will Coolers Plus Sound Technical Knowledge To Direct Mail Advertising Needs Brevity 
Add ro, ee —. a Engineer Fruit Storage Facilities. Sept oy ae Gimmicks To Assure Results 
tfontrol Seen Mest akKelty Additions as 15 Pp a4 dere Pp oO 
Engineer« De bate Room Unit's Future Open Display Case for Salads and Juices Home Freezer—A Box Full of Ideas 
Design Dee 22. p. 5 In Restaurant Keeps Them Fresh and Food Editors Hear How Simple Home 
Speeds Serving. Oct. 13, p Freezing Can Be: Advance Preparation 
STATISTICS Mirecle In Refrigeration. It Helps To of School Lunches, Holiday Meals Gifts 
Ease, Preserve Life Itself; Laboratories Are Constant Aid to Homemaker. Nov 
Air Conditioning Salea— Detroit “51 Data Depend on It for Wonder Drugs. Jan 4p. W 
May Reflect Weather, Strike. Feb. 18 4. p 7 
yp 6 Open Refrigerated Cases Only! No Dry 
Produce, No Bakery. Groceries, Canned STATISTICS 
HEAT PUMP oe en geil Handles Meats, Frozen Detroit Commercial Sales 1951 Totals Re- 
Foods, Dairy Products. Jan. 14. p. 9 fiect Government Restrictions. April 28 
Florida Schools Install Heat Pumps, End Re-Proving a Trade Axiom Repeat Orders p. 20. 
ing Need for Boiler Room Fireman Booked by Distributor Demonstrate Air Conditioning, Commercial Refrigera- 
Jan. 28 p. 1 That Satisfied Customers Mean More tion Shipments 1947-1951 from Figures 
Sausage and the Heat Pump Charles _ Business Jan. 14. p. 13 Collected by U. S. Bureau of the Cen- 
Chariton Produces Another Link In USDA Offers Drawings for 2-Temperature sus. Table 1—Shipments of Air Condi 
Commercial Development of This Cu. Ft Walk-In Box for Farms tioning Equipment and Components and 
Double-Cycle Machine. April 21, p. 21 Jan. 7. p. 24 Accessories for the Air Conditioning and 
Residential Heat Pump. Data on St. Louis Maximum Realism In Commercial Refrig- Commercial Refrigeration Equipment. 
Installations Shows Preference for eration Display Helps Prospects See by Class of Product, 1947-1951. July 28, 
Ground Coils for Heating. More Inatal What _ Equipment Will Do for Him Pp 
lations Show Reduction In Coet of Unit Jan. 7, p. 9 
Aug 4. p. 8 Farmers’ Co-op Experiments Find Im- 
mediate Continuous Cooling Preserves F en Food 
Egg Quality. Feb. 4, p. 2 roz s 
GAS HEATING CONTROLS University of Tennessee Food Research 


1-Functions of Heating 
Aug. 4. p. 18 


Similar 


2 Types of Controls Employed with Gas 


Aug 11. p 
3. Electrical 
trols, Aug 


16 
Circuits 
1a p. 2 


Refrigeration 


Used with Gas Con 


Suilding t 
Storage Fac 
Removing Pr 
Refrigeratin 
Tricks. Feb 
Ordnance 
Pieces at 60 


jas Complete Processing 


ilities. Feb. 4. p. 22 
servative Oil From Ship's 
4 Units Required New 
ll. p. 5 


Plant Cold Room Tests Artillery 


F. Feb. 18, p. 14 


4 -Wirtng Suggestions for Control Hook- Maintaining Frozen Food Quality—Study 
ups. Aug. 25, p. 4 7 Shows Why Proper Storage Tempera- 
How To Test Control Circuits, Sept. 1 tures Are Vital In Handling Merchan- 
p. i dise at All Points from Proceasor to 

6-How To Test Circuits for Inoperative Consumer. April 7, p. 14 
Controls, Sept. §, p. 15 : Modern Poultry Processing—From Pluck 
Typ « of Switches, Elements Used In ing to Storage Refrigeration Guards 
Controls. Sept. 15. p. 31 2.000.000 Dressed Pounds per Year for 

S&S Need Proper Location for Good Opera Florida Packer. April 7. p. 26 
a. Se. Sp Batteries Stored at 31° F. Will Hold 

®-How Thermostat Affects Operation Charge 14 Times Longer Than at Room 
Sept. 2. p. 16 Temperature. Nov. 3. p. 15 

10- Proper Location of Controls Is Es Trade-Ins Can Be Key to Added Equip- 
sential, Oct. 6. p. 19 ment Sales If True Value Is Properly 

1l--How Safety Pilots Function In Plant Estimated. Nov. 10, p. 15 
Oct. 13. p. & . , Tow To Increase Gross Profit—Pay Sales- 

12. Installation Hints for Gas Valves. Oct men More Choose and Train Men for 
2. p. 19. : Long Term Service. Use Incentive Com- 

18-How T Set Controls High and pensation Plan. Nov. 17, p. 6 
La *oint o 7 - > 

w wage Mg " — Hospital Food Storage Facilities Five 

lt--How Te Re-Calibrate entrol In the . 
Field. Nov. 3 ”) Temperature Zones Offer Ideal Condi 
' Dual Cont: Rs Hav Elements tions To Store Provisions for 3.400 Per- 
: Tw es ap Ne : <~ a sons Per Meal at Michigan Mental 
16—Operation of Low Voltage Thermo Hospital. Dec, & p. 6 
state. Nov. 17, p. 27 
17-How To Service Gas Solenoid Valves 
Mow 34 p. ta GENERAL 
1S -How To Service Gas Solenoid Valves » Questions Help Businessmen Appraise 
Dec. 1, p. 19 Their Performance In Light of Their 
1s How Diaphragm-Type Gas Valves Objectives. Jan. 14. p. 10 
Operate. Dee. & p 27 Installing, Servicing Open Cases Gains 
Service Hints on Diaphragm Valves Importance as Use of Frogen Meats 


Dec. 1. p. 27 


Expands. J 


an. 21. p. 17 


and Freezers 
GENERAL 


Locker Plant Operator Installs Units In 


Apartment Buildings, Gets Rent and 
Food Sales. Jan. 21, p. 5 

Frozen Foods Convention Speaker Sug- 
gests Food Distributor Salesmen “Get 
Cabinets Out Speech by James Laun- 
dergan. March 24. p. 8 

Perils and Problems In Sales of Cabinets 
by Food Wholesalers Pointed Up In 
Discussion. March 24, p. 9 

Frozen Citrus Concentrates—Storage at 


© F. Found To Be Essential To Assure 


Consumer Top Quality 
p. 2 
Built 
Food 
Temperature 
eal To 
Was More 
tomers 


31 
He 


Fabric 


of Agriculture 


Product. March 


His 
Distributor 


Own Warehouse—Frozen 
Finds That a Low 
Warehouse Was Economi- 
Cut His Operating Costs, 
Convenient for His Cus- 
May 5. p. 19 

Testing Process. U. S. Department 
Uses Conventional Home 


Build 


Freezer To Test Thermal Properties of 


Textiles 


Steps 


partment, 1 
with 
Cases. 3 
Identify 
dise 
“Freezer - Food’ 


4 


June 16. p. 18 
Developing Frozen Foods De- 
Set Up Separate Department 
Supervisor. 2. Use More Modern 
Locate Near Fresh Produce 
Advertise This Merchan- 
June 23. p. 17 

Plan 


In 


Merchandising 


Grand Rapids Market Finds It Helpful 
To Have Home Economist Advise Buyers 


on Food Purchase. July 7 


p. 12 
(Concluded on next page) 
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AIR CONDITIONING & REFRIGERATION NEWS, DECEMBER 29, 1952 


Guide to 1952 News Stories 


(Concluded from preceding page) 
Food Pians Need Special Rules. Leads 
Developed from Advertising Must Re 
Followed by Home Calls, Freezer Center 
Finds: Aid of Distributor Is Essential 
July 21. p. 6 
Freezer-Food Plan Presentation. Cali- 
fornia Appliance Chain Uses Ease! and 
“Canned Sales Talk In Thorough 
Elaborate Development of Advantages 
of Store's Plan. Aug. 11. p. 6 
Questions and Answers on Freezer-Food 
Plan. Acceptance of New Way of Life 
on West Coast Seen as Result of Zealous 


Retail Selling Effort by Dealers In 
These Parts. Aug. 15. p. 6 

U. S. Bureaucrats, on Flimsy 11-Famly 
Survey, Try to Kill Home Freezer 
Economy Story. Aug. 25. p. 1 

Tell Freezer Users To Change Buying 


Habits To Save. Sept. 8. p. 1 

Sales Pitch. Housewife Should Be Sold on 
Economy, Time Saving Benefits Prior to 
a Discuasion of the Product. Sept. 15 
p. il 

Freezer-Food 
Man Who 
Approach To 
Sept. 29. p. 4 

How Locker Plants Can Sell To Freezer 
Owners—Being a Salesman Is Difference 
ef Success or Failure. Show Freezer 
Owners How To Profit by Renting Addi- 
tional Space, Buying Food, Supplies from 
You, Oct. 27, p. 4 


Refrigerators, 
Other Appliances 


GENERAL 


A Banker Looks at the Dealer’ Handling 
Competing Lines, Selling “Terms” and 
Failure to Exploit Credit Seen as Chief 
Weaknesses, Feb. 11, p. 10 

What Kind of a Dealer Are You?—Do You 
Do Big Merchandising, Strictly Specialty 
or a Combination of Both’ Who Are 
Your Customers’ What Is Their Income” 
Why Do They Buy From You? April 14 
p. 2 

3 “Hooks 
Dealer 
Store 
Their 
Department 

“Fortune Survey 


Plan Selling. Advertising 
Sold Himself Brings Fresh 
Merchandising Methods 


To Catch Women Customers 
Must Have Neat Attractive 
Courteous Salesmen Who Know 
Products: Good Reliable Service 
April 14. p. & 

Magazine Asks: “Who 
Pays List Price?’ Describes “Deal in 
the Chain Stores.” June 9, p. 1 

Demonstration Makes the Difference 
Showing a Customer Convincingly Gets 
Her Into Buying Frame of Mind May 
5. p. @ 

Kitchen Planning Service Stimulates Ap- 
pliance Sales. Oct. 13. p : 

How Manufacturers Can 
1. Build Good Consumer Item. 2. Pick 
and Train Distributors, Representatives 
Carefully. 3. Set Up Workable Selling 
Policies. Oct. 13, p. 10. 


REFRIGERATORS 


Importance of Replacement Selling In- 
creases as Refrigerator Market Reaches 
80-85% Saturation. Feb. 4, p. 16 

Automatic Defrosting. Advantages and 
Popular New Features Aired by House- 
hold Engineers In All-Day Conference 
at ASRE Spring Meeting. June 23, p. 22 


OTHER HOUSEHOLD 
APPLIANCES 


Heat Pump Water Heater—Experimental 
Units Reveal More Economical Opera- 
tion Than Resistance-Type, Additional 
Advantages of Limited Air Conditioning 


Dehumidifying. April 7, p. 10 


Help To Sell 


HOW DISTRIBUTORS, 
DEALERS OPERATE 


Radio as a Salesman: 10 Points on How 


To Make Radio Spot Announcements 
Pay Big Dividends; Good Copy Can Be 
Difference Between Profit and Wasted 


Dollars. Feb. 4, p. 12. 

User Radio Interviews Like Ones Used by 
Cigarette Firms red Dealers Promo- 
tion. Feb. 18, p 

NARDA Members Hear How Seven 
Dealers Pull Appliance Sales Out of the 
Hat. Feb. 25, p. 5 


Trade-Ins—Hidden Profit Don't Give 
“Liberal” Allowance, Give “Fair Al- 
lowance, and Leave a Profit for Your- 
self. April 28, p. 14 

How One Distributor Gets ‘Em. Direct 
Mail Campaign Used To Interest 
Dealers Offers Clever Gimmicks a 


Dealer Might Use To Attract Prospects 
June 2, p. 8 

Household Refrigeration. Analysis for Re- 
building Sub-Par Sales Area Shows 
Shift In Types of Firms That Are Doing 
Appliance Sales Volume. June 2, p. 19 

Kitchen Planning Center. Dealer Displays 
Appliances as Model Kitchen Units To 
Help Customer Visualize Her Own 
Setup Result—More Packaged Deals 
Are Sold. June 23, p. 11 

Selling Fans. Demonstration Is Key To 


Profit: 3 Points Make Seasonal Prospect 
a Customer: 1. Exhaust Principle. 2 
Night Cooling Appeal 3 Economy 
Angle. June 30, p. 16 


Breakfast Club. Radio Broadcasts Direct 
from Dealers’ Showrooms Build Traffic 


Provide Mailing Lists, and Plug Dis- 
tributors Products. July M4. p. 8 
13-Point Work Plan for Salesmen: Prac- 


tical Procedures Aim at Assuring Pro- 
ductive Use of Each Man's 8-Hour Day, 
According to Harry Price of Norfolk. 
Va. Aug. 18. p. 1 

Demonstrations Build a Business. Best 
Selling Time Is the Refreshment Hour 
After Money-Raising Party. Home Econ- 
omist Manufacturers’ Representatives 
Have Ready Answers. Sept. 15. p. 17. 

Trade-In Merchandising. Survey Indicates 
Successful Operation Depends on Ade- 
quate Reconditioning. Active Promotion, 
Separate Sales Floor. and Strong rman 
Training Program Sept. 2. p 
“Planning” and “Controls.” des 
Forecast Based on Factual Data Shows 


Dealer Where He Is Going In Future 
6 


Oct. €& p 


STATISTICS 


Household Unit Sales In 1951 Hit 3.925.000 
Feb. 25. p. 1 

Cost of Doing Business Dollar 
Dropped 2%. Dollar Profits 39% from 
1950 for Narda Dealers: Slim Operating 
Margin Causes Concern’ TV Leads ‘5! 
Sales. July 21. p. 


. + 
Industrial (Process) 
7 . 
Refrigeration 
Freezing” of Tools at -120° F. Prolongs 
Life. Insures Quality. June 16 p. 18 


Expansion In a Packing Plant. Study of 
Conditions Resulted In Increasing 


Sales 


House Load Suction Pressures. Holding 
New Equipment To a Minimum. July 14 
p 
Direct Expansion System Lets Grumman 
Aircraft Anodize Aluminum for Planes 
On Production Basis. Aug. 18 p. 18 
Freon” System With Pump Recircula- 


tion. Special Pump Design Claimed Best 
Suited To Particular Installation as it 
Pumps Gas as Well as Liquid for Self 


Priming When Flash Gas Forms. Sept 
1. p. 10 
Paper Coating Process—Varying Heat 


Load Cooling Requirements Were 
Problems In Estimating Load for Rs apid 
Chilling of Hot Wax After Appl « ation 
to Continuous Roll. Nov. 24. p. 7 
Model Code Has Registration, Not Licens 
ing—-RSES Code Meant as Guide for 
Chapters In Areas That Are Planning 
Legislation. Dec. 22. p. 1 


Legal News, Codes, 
Trade Regulations 


New Detroit Ordinance 
Code. Jan. 14. p 
Pros and Cons of Standard 16-R. Rating 


Adopts B9 1-1950 


Testing Room Coolers, Aired at New 
Orleans. Jan. 21, p. 11 

New Jersey Edict Stops Dairy Firms 
from Lending. Giving Equipment to 
Retail Stores. Sept. 1, p 
Underwriters Laboratories Revises Air 


Conditioning, Refrigeration 
Part 1. Nov. 3. p 
Underwriters’ Standards, 

wp. ® 


Standards 


Part Il. Nov 


Servicing 
AIR CONDITIONING 
EQUIPMENT 


Problems In Piping. Numerous Factors 
To Be Considered In Designing and 
Installing Hot Gas, Liquid. Suction 
Lines Outlined at ASRE Meeting. July 
Rp @ 


REFRIGERATION 
EQUIPMENT 


Servicing Liquid Cooling Equipment 
Pollock Outlines Common Problems and 
Offers Solutions In Dealing with Temp- 
rite Products. April 14, p. 22 
Information Please.” Oil Logged Coils 
Controls on Machine Located Outside 

and Starting Capacitor-Type Hermetics 
Prompt Questions at Philadelphia Meet- 
ing. June 2, p. 17 

Refrigerant Characteristics. Williams of 

Kinetic Warns Against Converting Sys- 


tems to “F-22" Because Each Machine 
Has Been Designed for a Particular 
Refrigerant. June 16. p. 16 

Why Some Low Temperature Systems 


Fail. Merely Substituting 
Machine Designed for “Freon-12" Can 
Lead To Excessive Heat Pressure and 
Consequent Oil Breakdown, Ansu! Finds 
Sept. 15. p. 22 

Servicing Ice Cream Freezers 


“Freon-22" In 


Same Com- 


For those who are interested in 
purchasing extra copies of the 
1952 NEWS, issues for the follow- 
ing dates are available at 20 cents 
each and quantity rates: Jan. 14, 
21, 28; Feb. 4, 11, 25; March 3, 10, 
17, 24; April 7; May 5, 12, 19, 28; 
dune 2, 9, 16, 23, 30; July 7, 14, 21, 
28; Aug. 4, 11, 18, 25; Sept. 22; 
Oct. 6; Nov. 3, 10, 24; Dee. 1, & 


mon Complaints and How To Remedy 


Them Are Described. Oct. 13. p. 22 
Separation of Service Firm from Com- 
mercial Distributorship Helps To Pro- 


duce Estimates That Will Assure Profit- 
able Jobs. Oct. 2 p. 10 
Why One Succeeds Where Another Fails 
Given Equal Products To Sell, the 
Dealer that Offers an Efficient Service 
Devartment Will Lead In Making Sales 
Oct. 27. p. 12. 
Refrigeration Serviceman's future—" Pack 
age” Units Cause Him To Take Stock 


of His Situation Don't Bemoan It, 
Explore Cabinet. Truck. Heat Pump, 
and Sales Fields. Nov. 17. p. 20 


GENERAL 


Lawyer Tells Servicemen When They Can 
Remove Repaired Motor for Failure To 
Pay. Feb. 4. p. 13 

Servicemen's Unseen Enemies: Industrial 
Chemist Tells RSES Convention How 
To Recognize and Cope with Trouble- 
some, Hazardous Problems. Feb. 4. p 


Preventive Maintenance—How U. 8. Air 
Force Uses It To Protect $60,000,000 
Investment In Air Conditioning. Refrig- 
eration. Feb. 25. p. 14 

Solenoid Valves—Stafford Tella Why It's 
Important To Select One with Right 
Size Orifice, Explains How Solenoids 
Work, Shading Coil Action. Residual 
Magnetism. March 1. p. 22 

Service Operation—Small or Large, Each 
Company Must Have Sound Basic Or- 


ganization to Succeed—Heres How « 
Large Detroit Firm Operates March 
i. p 2 

Servicing by Dealers—How Appliance 
Firm Can Make Best Use of Service- 
men His Approach To User Is 
All-Important. April 2 p. 12 

Mirect Reading Scales on Controls Don't 
Replace Gauges. Thermometers, RSES 
Told Apri @B p 12 

Water Valves Likened to Spark Plug» 


Replacement Should Be 
Normal. May 4. p. 21 
Advantages of Heat Interchanger. In Re 
frigeration System, Suction-Liquid Unit 
Sub-Cools Liquid Refrigerant and 


Considered 


Supyrheats Suction Gas To Boost Ca 
pacity. June 2p 

High Temperature Measured In Units 
May Open New Field of Study on 
Sludges. July 7. p. 17 

Where To Store Gaskets’ Wholesaler 
Saves Space with Vertical Plywood 
Racks Mounted on Casters. July M4 
» 

White Goods Servicing. Dealer Improves 
His by Hiring Home Demonstrator 


Separating Delivery, Installation: Using 
Posteard To Check Buyer Satisfaction 
July 21. p 22 

Sizing Expansion Valves Knowledge of 
Pressure Differential at Valve Is Vital 
Te Making Correct Choice. Aug 18 
p 


P. B. REED TITLES 


A Freezer-Room Problem. Jan. 7, p. 4 
A Freezer-Room Problem (Cont.). Jan. 14 


p. a 
B9.1 Safety Code for Refrigeration. Jan 
21, p. 18 


B91 Safety Code = for 
(Cont.) Jan. 2 p. 16 

New Refrigerant—Carrene 7. Feb. 4 

New Refrigerant—Carrene 7 (Cont.). Feb 
ll. p. 24 

New Refrigerant 
18, p. 20 

A New Low Temp. Refrigerant 
131 Feb. 25. p. 19 

F-14" for 


Refrigeration 


Carrene 7 (Cont.). Feb 
“Kulene 
Ultra-Low Temps 


“F-13" & “F-14" for Ultra-Low Temps 
(Cont.). March 10. p. 24 

Changing from Sulphur Dioxide to “'F-12." 
March 17. p. 24 

Changing from Sulphur Dioxide to “'F-12 
(Cont.). March 24. p. 16 

Changing from Sulphur Dioxide to “F-12 
iCont.). March 31, p. 24 

Automatic Defrosting (1) 

Automatic Defrosting (2). April 14. p. 23 

Automatic Defrosting (3). April 21, p. 28 

28 


April 7. p. 24 


Automatic Defrosting (4). April 28. p 

Automatic Defrosting (5). May 5. p. 27 
Automatic Defrosting (6). May 12. p. 28 
Automatic Defrosting (7). May !9 p. 
Automatic Defrosting (8). May 26. p. 38 
Automatic Defrosting (9). June 2. p. 24 
Automatic Defrosting (10). June 9 p. 20 


Automatic Defrosting (11). June 16 p. 20 

Two-Tempe rature Refrigerators (1). June 
23. p 

Two-Temperature Refrigerators (2). June 
30. p. 19 

Two-Te mperature Refrigerators (3). July 
7 Pp 27 

Two-Temperature Refrigerators (4). July 
14. p. 24 

Two-Temperature Refrigerators (5). July 
21. p. 24 


Two-Temperature 
July 28. p. 12 


Refrigerators (Cont. 5) 


Two-Temperature Refrigerators (6). Aug 
4p. @ 

Two-Temperature Refrigerators (7). Aug 
11, p. 15 

Two-Temperature Refrigerators (8). Aug 
18. p. 21 

Hermetic Motor Burn-Outs. Aug. 2, p 
16 

More Information on Water Defrost. Sept 
1, p. 15 

Automobile Air Conditioning. Sept. 8 p 
12 

Automobile Air Conditioning (2). Sept. 15 
p. 28 

Automobile Air Conditioning (3). Sept. 22 
p. 12 

Water In System-—A Review. Oct. 6. p. 16 


Non-Condensables In the System. Oct. 13, 
p. 28 

Non-Condensables In the System (2). Oct. 
20. p. 16 

Non-Condensables In the System (3), Oct 
27, p. 16 

Electric Solenoid Valves (1). Nov. 3, p. 19 

Electric Solenoid Valves (2). Nov. 10, p 
23 

Electric Solenoid Valves (3). Nov. 17. p 
a 

Electric 
16. 

Refrigeration of Eggs. Dec. 1. p. 16 

A Temperamental Refrigerator. Dec. 8, 
p. 24 

Air or Water-Cooled Units? (1). Dee. 15, 
do. 

Air or Water-Cooled Units? (2). Dee. 22, 


Solenoid Valves (3). Nov. 24. p 


Air = Water-Cooled Units? (3). Dee. 29 
p. 12 
REFRIGERATION EQUIPMENT 
BASIC REFRIGERATION 
CONTROLS 
“Automatic Hand.” 


Control Simply March 
13 


24. p 


What Makes Control Respond To Tem- 
perature’ March 31, p. 17 
How Control Parts Are Aasembled In 


Case. April 7. p. 2 

How To Calibrate Controls In the Field. 
April 14. p. 2 

Pressure Controls 

Pressure Controls 

How To Use Electrical Ratings of Con- 
trols. May 12. p. 25 

Correct Installation of Controls Essential, 
May 19. p. 13 

Correct Installation of Controls Essential 
May 2%, p. 25 

= ‘re To Locate Bulb of Control. June 2 


April 23. p. 2% 
May 5. p. 32 


22 
Where To Locate 
9. p. 17 
Location of Bulb Controls Ice Thickness 
June 16. p 9 
Location of Bulb Controls Ice Thickness. 
21 


Bulb of Control. June 


June 23. p 

Timer and Thermostat Provide Defrost 
Control. June 30, p. 13 

Timer and Thermostat Provide Defrost 
Control. July 7. p. 2 

Defrost Timer May Have Several Func- 
tions. July 14, p. 19 

Use of Hot Gas To Defrost Systems 
July 21. p. 21 

Use of Hot Gas To Defrost Systems. 


July 2. p. 11. 


Chicago Assn. Display Will Be First 


Step Toward Home Freezer Program 


CHICAGO...The first step toward 
an eventual promotion program for 
home freezers and frozen foods will 
be an educational exhibit at the 
Modern Living Exposition at Navy 
Pier, March 21-29, it was announced 
by W. 8S. Hall, Deepfreeze Appliance 
Div., Motor Products Corp., chairman 
of the Electric Association's Freezer 
Committee 

Hall said this conclusion was 
reached after committee members 
called on frozen food distributors, 
locker plants, national grocery 
chains, and local independent grocery 
buying groups to get their reactions 
on the best way to launch a coopera- 
tive promotion to increase the sale 
of more home freezers, frozen foods, 
and packaging materials 

According to Hall, all industries 
called on evidenced definite interest 
in the association's proposed promo- 
tion plan 

Arrangements have accordingly 
been made with the Chicago Metro- 
politan Home Builders’ Association, 
with whom the Electric Association 
cooperates in sponsoring electrical 
exhibits for the exposition, for space 


to contain 

exhibit 
Featured in 

exhibit will be 


the proposed educational 


connection with the 
demonstrations to im- 


press exposition visitors of the 
economy, convenience, and other ad 
vantages gained from using home 
freezers 

On either side of the educational 
display, additional space is being 
contracted for exhibits of home 


freezers, frozen foods, and pac kaging 
materials 


Kedmond 


mecneererens 


“ONE OR OWE THOUSAND” 


74 different models in stock 


FACTORY OISTRIBUTORS 


CYCLO-FREEZ CORP. 


Ge" FERGESTAD 


2120 5. Lyndale, Dept. A, Mpls. 5, Mina. 


RATES for “Positions Wanted" $5.00 | LARGE PHILADELPHIA Distributor of 
per insertion. Limit 3) words. 10¢ per Commercial Refrigerating Equipment will 
word over 50. engage in the Home Freeser Food Plan 

RATES for all other classifications $7.50 We are already equipped with our own 
per insertion. Limit 50 words. IS¢ per Active Bales Department and = Installa 
word over 30 tion and Service Departments. We have 

ADVERTISEMENTS set in usual classi- had excellent banking connections since 
fied style. Box addresses count as five 1938. We want to purchase a good make 
words, other addresses by actual word § ©f Home Freever in large quantities, on 
count. Please send payment with order, & exclusive bavis, If you have this 


POSITIONS WANTED 


MAJOR APPLIANCE Service Manager de- 
sires position with factory as traveling 
service man or with distributor as serv- 
ice manager. Three and one half years 
road experience with factory on service, 
and fifteen years as service manager for 
distributors. BOX 4173, Air Conditioning 
& Refrigeration News 


MANUFACTURERS DISTRICT Represen 


tative. Com itive exXperience In ef 
tablishing naintaining distribution 
in the fleld mackage and room air con 


ditioners, Be 
both a challe 


opportunity which offers 
and advancement. BOX 


4176, Air Conditioning & Refrigeration 
News 

FIELD REPRESENTATIVE, age 34. now 
employed. Have several years proven 


sales record in the promotion of Com- 
mercial Refrigeration Fixtures and train- 
ing salesmen for this field. Desires con 
nection with active Distributer or 
ufacturer in the Alabama, Florida, of 
Georgia area. BOX 4181, Air Condition- 
ing & Refrigeration News 


POSITIONS AVAILABLE 
CONDENSER SALESMAN Must be 
thoroughly acquainted with thie fleld and 
have volume accounts. Top salary for 
real producer. MERCURY MANUFACTUR 
ING CORP., 45 Brown 8t., Buffalo, N. ¥ 


HEAD OF household appliance testing lab 
oratory of chief engineering calibre to 
run New York City appliance testing lab- 
oratory. E.E. or M_E. 10 years’ experience 
including supervisory experience. Prefer 
household appliance experience Salary 
$12,000.00. Send resume, BOX 4174, Air 
Conditioning @ Refrigeration News 


SALES ENGINEER, thoroughly grounded 
in all phases of air conditioning to head 
newly forming distributing organization 
Metropolitan New York area. If you think 
you can handle this challenging oppor 
tunity, then write full details in com- 
plete confidence. Remarkable earnings 
opportunity limited only by your own 
abilities, BOX 4175, Air Conditioning & 
Refrigeration News 


LEADING MANUFACTURER of Commer- 
cial Refrigeration Equipment desires a 


representative to call on dealers. Inter- 
ested in representation in several areas 
particularly Lllinois, Indiana, Ohio, Penn- 


sylvania, New York. This is an opportuni- 
ty for men of proven ability and integrity 
to make $8,000.00 to $15,000 00 per year 
If you have had experience in selling, and 
ean devote practically full time, write 
giving complete description of yourself 
your past experiences. and the state or 
states which you could cover. Reply BOX 
4177, Air Conditioning & Refrigeration 
News 

ATTENTION MR. REPRESENTATIVE 

Investigate a product in the commercial 
refrigeration field that can pay you from 
$12,000 to $20,000 in brokerage a year 
Your background and experience will 
tell us quickly if you are the man for 
us. We are a manufacturer, well en- 
trenched in the refrigeration field and 
thoroughly established through dealers 
and distributors. If you know refrigera- 
tion equipment how to appoint dis- 
tributors and dealers and how to help 
therm in selling equipment, then this may 
be your opportunity for 1958. Write and 
give us details. BOX 4182. Air Condition- 
ing & Refrigeration News 


EQUIPMENT WANTED 


WE ARE interested | in buying dies of all 
types. If you have items which you have 
discontinued write giving full details. 
Reply BOX 4178, Air Conditioning & Re- 
frigeration News. 


. 


equipment available for our 
contact BOX 4180 Alr 
Refrigeration News 


area please 
Conditioning @& 


FOR SALE 35 Freon Coils 3, 5, Thy. 10 


15 ton capacity 1) Copper tube finned 
steam coils * Cooling, water coils. Ali 
new. Can ship one of all at onee at 


worth-while savings Send for list of 
sizes and other Refrigeration Supplies 
available AIR CONDITIONING ENGI 
NEERING CO., Cambridge, Masa 

SENSATIONAL BRAND new 1963 Dual 


Purpose Freezer 
and Ice 


Self-Service Frowen Food 
Cream Merchandiser with beauti 


ful Formica Counter Top. Cabinet @ 9% 
long, 15 cu. ft. capacity; Tecumseh sealed 
unit. List Price $798.00. Speciai dealer 
cost $399.00 Complete. Write or Call 
GENERAL REFRIGERATORS CORP. 
2011 First Avenue. New York City, EN 
right 9-0200 


° 


BRAND NEW 1962 frogen food merchan 
disers original crates. Model FDSISA. 18 
eu. ft. thermopane doors; ultra modern 
superstructure Kelvinator unit, 5-year 
warranty. Factory list $733.50, your cost 
$371.00. Order immediately; send for ti 
lustrations MANN REFRIGERATION 
SUPPLY CO. 440 Lafayette Street. New 
York 3, N. ¥ 
FOR Conditioning Unit. 1 
14L.-14H Double End 
Compressor with 75 
HP. 220/440 Volt, 3 Phase, 6 Cycle A.C 
Century Motor, Water Cooled Condenser 
and all controle except Motor Starter 
Also 4-15 Ton Aerafin Cooling Coils with 
Sporlan Expansion Valves. Equipment has 
been used, but is in excellent condition 
NATIONAL TWIST DRILL & TOOL CO 
Rochester, Michigan 


SALE— Air 
75 Ton, 14 Cylinder 
Chrysler Airtemp 


FOR SALE ai 
cubers 


discount standard brand ice 
woe per 24 hewrw clear cubes 
New and in original crates. $800.00 each 
This i# less than distributors cost. We 
are overstocked. F. M. PITTARD RE- 
FRIGERATION 211 New York 8&t 
Aurora, Illinois 


ATTENTION SERVICEMEN—Send for our 
new catalog-—on controls, valves, relays 
brass fittings. V-belte—hermetic and open 
type units. All new merchandise at great 
savings up to 50%; sold on money back 
guarantee. WALTER W. STARR RKE- 
FRIGERATION, 2833 Lincoln Ave, Chi 
cago 13, Illinois 


DEALERS DISTRIBUTORS Manu 
facturer's Representatives. Expanding pro 
gram makes available in your territory 


complete line of Btainiess Steel beer, salad 
and bakery walicases, upright and bakery 
freezers, florist boxes. Top quality “GEM 
line of competitively priced equipment 
designed to supplement your present 
lines. For catalog, price list and complete 
selling story-—write territory you cover 
to Kenneth C Milfor¢ NATIONAL 
SALES REPRESENTATIVE, Box 222 
Baltimore 15. Maryland 

SALES & Service 
Business. Fastest growing city in south 
west, army and health center. Statewide 
established business Large following 
Good lines. Low inventory. Small capita! 
will handle. Ideal setup for family op 
eration. Sell business and home together 
or separate. Step in and go to work. Box 
728, Albuquerque, N. M 


REFRIGERATION 


MISCELLANEOUS 
DOMESTIC CONTROLS ond relays re- 
paired. Equal to new, at a small cost. 1 
year guarantee. UNITED CONTROL RE- 
PAIR SERVICE. 2 West 70th Street 
New York 22 N. ¥ 
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(Concluded from Page 1, Column 2) 


rangements handled by Paulson En- 
gineering Co., Inc 


(3) In addition, dealers will be 
able to set up permanent exclusive 
licensee operations that can increase 
in business potential every year 

Following the trend of many of 
the larger and more successful firms 
in this country of renting equipment 
instead of buying it, four years ago 
Paulson Engineering set about to 
rent air conditioning equipment to 
hotels, motels, and apartments from 
Florida to Texas 


They showed hotels, motels, and 


(Concluded from Page 1, Column 5) 
opening of the llth International 
Heating, Ventilating & Air Condition- 
ing Exposition in the International 
Amphitheater and Chicago Conven- 
tion building. It will be open daily 
from 12 noon to 10 p.m., Tuesday 
through Thursday, and will close at 
6 pm. on Friday. 

Four papers will be given at Tues- 
day morning's session. They are 
“Compression Tank Selection for 
Hot Water Heating Systems,” by H 
A. Lockhart and G. P. Carlson; 
‘The Bacteria and Odor Control 
Problem In Occupied Spaces,” by R 
L. Kuehner; “Heat Transmitted to 
the I-B-R Research Home from the 
Inside Chimney,” by W. 8S. Harris 
and R. J. Martin; and “Fuel Con 
sumption Analysis for Multi-Family 
Housing Projects,” by Rutcher Skag- 
erberg and J. E. Phifer. 

Tuesday afternoon's research ad- 
ministration symposium will feature 
discussions orm “Participation by 
Colleges In Research,” by E. A 
Walker; “Industrial Research In the 
Control of Environment,” by W. H 
Kliever; and “Government Sponsored 
Research A Canadian View.” by R 
F. Legget 


Kelvinator Names Wilson 
Public Relations Director, 
Boelio as Assistant 


DETROIT--Appointment of Robert 
<. Boelio, veteran night editor of the 
Detroit Associated Press bureau, as 
assistant public 
relations director, 
Kelvinator Div., 
has been announc- 
ed by Fred L 
Black, public rela- 


tions director of 
Nash - Kelvinator 
Corp 
At the same 
oy om time, Black an- 
A. F. Wisen nounced that An- 
drew F. Wilson, a member of the 


public relations staff for four years, 
has been named public relations direc- 
tor, Kelvinator Div. 

Boelio spent 15 years with the As- 
sociated Press in St. Louis and De- 
troit and two years on a daily news- 
paper in Davenport, Iowa. During 
World War II he served more than 
two years in the Navy. 

Wilson joined the Nash-Kelvina- 
tor public relations 
staff in 1948. A 
1939 graduate of 
the University of 
Notre Dame, he 
served as a report- 
er on the staff of 
the Buffalo ( N.Y.) 
Bvening News and 
the Detroit bureau 
of United Press 
He is a veteran of 
four years’ World 
War TI _ service 


R. C. Boelio 
with the United States Air Force. 


oO G. H. Rasch, executive 
Rosenblum. president, discuss 
rentol system for air 


vice president (left), ond Julius 


the Poulson Engineering Co. 
conditioning units. 


Air Conditioning Rental Plan- - 


apartments how Paulson's Rental 
Plan saves them on taxes and also 
would allow them to have additional 
capital to be released. 

Many of the top men in the hotel 
business, the Paulson officials say, 
state that the plan actually helped to 
rejuvenate the hotel and motel busi- 
ness in Florida, by offering a practi- 
cal, low-cost plan whereby many of 
the smaller and medium sixe hotels 
could be provided with air condition- 
ing 

The Paulson Rental Plan includes 
in addition to air conditioning units, 
lines of furniture, radio, and television 
sets. 


Asuve To Meet In Chicago Jan. 26-- 


WEDNESDAY'S TECHNICAL 
PAPERS 


The technical papers to be given 
at the Wednesday morning session 
are: “Friction Losses In Round Alu- 
minum Ducts,” by F. W. Hutchinson; 
“Pressure Losses In 4-In. Diameter 
Galvanized Metal Duct and Fittings,” 
by H. G. Conn, W. G. Colborne, and 
W. G. Brown; “Pressure Loss Char- 
acteristics of Small Diameter Round 
Duct Systems,” by G. R. Whitnah 
and J. V. Borry; and “Room Air 
Distribution Research for Year-Round 
Air Conditioning -Part I, Supply 
Outlet at One High Sige Wall Loca- 
tion,” by S. F. Gilman,  E. Straub, 
A. E. Hershey, and R. & Ringdahl 

The Wednesday aftermmon session 
will consist of the “Report of Com- 
mittee on Research,” by I. W. Cotton, 
the committee chairman; “Field 
Studies of Floor Panel Control Sys- 
tems,” by A. B. Algren, E. F. Snyder, 
Jr. and J. 8S. Locke; “Heat Ex- 
changes In a Ceiling Panel Heated 
Room,” by L. F. Schutrum, G. V. 
Parmelee, and C. M. Humphreys; 
and “The Shading of Sunlit Glass: 
Part II--An Experimental Study of 
Slat-Type Sun Shades,” by G. V. 
Parmelee, W. W. Aubele, and D. J. 
Vild 


AWARD TO BE MADE 


At the banquet on Wednesday 
night the F. Paul Anderson Medal 
“for outstanding work in the field of 
heating, ventilating, and air condi- 
tioning” will be presented to Everett 
N. McDonnell, president of McDon- 
nell & Miller, Inc., Chicago. Nathaniel 
Leverone, chairman of the board, 
Automatic Canteen Co. of America, 
Chicago, will make the banquet ad- 
dress on the subject of “This Free- 
dom of Ours.” 

At the last technical session, on 
Thursday morning, papers will in- 
clude: “Maximum Downward Travel 
of Heated Jets from Standard Long 
Radius ASME Nozzles,” by Linn 
Helander, Shee-Mang-Yen, and R. E. 
Crank; “Air Velocities In Ventilat- 
ing Jets,” by G. L. Tuve; and “Cool- 
ing a Small Residence with a 2-Hp. 
Mechanical Condensing Unit,” by H. 
T. Gilkey, D. R. Bahnfleth, and R. 
W. Roose. 

Ladies are invited to the meeting 
and a round of activities has been 
scheduled for them, according to W. 
A. Kuechenberg, general chairman 
of the committee on arrangements, 
and G. W. Bornquist, vice chairman, 
both of the Illinois Chapter of the 
ASHVE which will serve as hosts for 
the group 

An informal party and get-to- 
gether for everyone present will be 
held on Monday night in the grand 
ballroom of the Conrad Hilton hotel. 
There will be a luncheon for the 
ladies and miniature grand opera, in 
addition to a tea and drama program 
on both Monday and Wednesday 
afternoons. On Tuesday afternoon a 
tea and style show will take place 
at Marshall Field & Co. C. M. 
Burnam, Jr., will be toastmaster at 
the banquet on Wednesday night to 
which ladies are also invited. 
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(Concluded from Page 1. Column 5) 
of the Electric Refrigeration Div., 
Servel, Inc 

There were 55 members at the time 
of the Miami meeting with additional 
applications coming in, according to 
Reed 

Discussion there “brought out that 
although products of the manufac- 
turers vary, many of their service 
problems are identical; and that the 
service managers, their employers, 
service engineers, and users can 
benefit by cooperation at the top 
level of service executives of the in- 
dustry,” Reed said 

A permanent executive committee 
will be elected at the Chicago meet- 
ing, where it is expected that by-laws 
will be adopted and a definite pro- 
gram of activities and specific pro- 
jects planned and started. 


Admiral Names Distributor 
In New Arkansas District 
Serving 16 Counties 


CHICAGO Appointment of R & M 
Distributing Co. as Admiral distribu- 
tor in the newly-created Fort Smith, 
Ark. territory is announced by W. C. 
Johnson, Admiral vice president-sales. 

The company, with offices at 5 N. 
Second St., will serve 11 Arkansas 
and five Oklahoma counties. 

Charles F. Reynolds is president of 
the firm and Paige Mulhollan is vice 
president. Mulhollan was sales man- 
ager for Williams Hardware for 12 
years and was more recently in the 
wholesale furniture business. 


Shy ‘mrodiet 
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Tele King %-hp. room cooler. 


New Tele King Units -- 


(Concluded from Page 1, Column 2) 
King production expansion was made 
by Louis Il. Pokrass, chairman of the 
board. Pokrass said the new air 
conditioners are being turned out 
after two years of planning and re- 
search and will embody “exclusive 
Tele King features” which will not 
be revealed until January. 


Bowser Adds Hershey 
To Engineering Staff 


TERRYVILLE, Conn. Bowser 
Technical Refrigeration here has an- 
nounced that Alan R. Hershey has 
joined its engineering staff 

Hershey, a project engineer on 
special refrigeration systems, was 
graduated from City College of New 
York in 1940 with a B.S. degree in 
chemical engineering and is a mem- 
ber of American Chemica! Society. 

From 1944-1950, Hershey served as 
junior chemical engineer to the 
chief engineer of the heating, venti- 
lating, and air conditioning section 
at Camp Detrick, Md. 


quiet operation. 


during defrosting. 


_ BUSH MANUFACTURING 


53 HarderFreez Line 
To Bow During Mart 


NILES, Mich.-A completely new 
line of “HarderFreez” farm and home 
freezers for 1953 will be given its 
initial prevue showing in the Croy- 
don hotel, Chicago, Jan. 5-17, it was 
announced by Richard White, sales 
manager, HarderFreez Div.. Tyler 
Fixture Corp 

First showing of the new line is 
timed to coincide with the dates of 
the American Furniture Show. Con- 
sequently, show visitors will have an 
opportunity to view the HarderFreez 
exhibit in Suite 1511 of the Croydon. 
A continuous “Open House” will be 
held in the suite to introduce the 
1953 line to HarderFreez distributors 
and dealers. 

Designed by Sheldon Rutter and 
designated as “The Golden Leisure 
Line,” the new models will feature 
major styling innovations and many 
new convenience features, according 
to White 

Additional information regarding 
1953 plans may be secured by writing 
direct to the manufacturer. 


Fred G. Peck Joins Ranney 


GREENVILLE, Mich. Fred G. 
Peck, formerly with Victor Products 
Corp., has joined Ranney Refrigera- 
tor Co. here as chief engineer, the 
company announced. 

Peck has been active in the Refrig- 
eration Equipment Manufacturers 
Association. He is also a member of 
the American Society of Refrigera- 
ting Engineers, and in the Commer- 
cial Refrigeration Section he is a 
member of the Standards Committee. 


/NEURE A C000 JOB 


Bush units are constructed around rigid angle iron frames 
which suppod bearings, shaft and motor. This construction 
guarantees alignment . . . eliminates fan troubles, and insures 


Large amount of coil surface allows low air velocity, mini- 
mizing dehydration of produce. Coils are circuited to provide 
maximum capacity with minimum pressure drop. 


Bush product coolers are available in floor or ceiling 
models, with top or front outlets and directional louvers. 


Low temperature water defrost units are equipped with 
ample water spray nozzles, insuring complete coil coverage— 
positive defrosting. Baffles on air inlet eliminate splashing 


Wide range of sizes and styles makes Bush Product Coolers 
your best bet on all cold storage applications: fruit, meat 
and produce packing and storage plants 


. . . fur and fabric 


storage, frozen foods, locker plants . . . dairy products, candy 
storage, fish storage, etc. 


CONSULT YOUR NEAREST BUSH SALES ENGINEER ON ANY PRODUCT 
COOLING PROBLEM. HELL BE GLAD TO HELP OUT. 


WRITE FOR COMPLETE INFORMATION. 
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